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TWO CENTS 


1ES TIME 


9 LAY STONE 
N 


ident Roosevelt Joins 
lartily Into Y. M. C. A. 
imonstration 
in 
The 


nsas Capitol. 


\NGER LEAPS ON 


CARRIAGE 


Persists' and Hangs on Like 


key Till "Knocked Off 
By Of- 


»•" 
and Arrested—Evidently Meant 


Harm But Wanted to Get Close. 


4 


4- 


4- 


MINI9TER STOPPED 


WEDDING CEREMONY. 


Hartford, Con., May 2—As A. 


Lincoln Chase and Miss Geer 
were approaching the chancel 
to be married by the Rev. Dr. 
Goodwin, of Christ 
Episcopal 


church, the party was stopped 
by the rector who simply an- 
nounced 
"The wedding' (has 


been postponed." 
The bridal 


party and the fashionable as- 
semblage was startled. 
Dr. 


Goodwin later explained he had 
just learned that 
Mr. Chase 


had been divorced, making it 
impossible for him to 
perform 


the ceremony. The couple left 
the church and weref njarried- 
at the home of another clergy- 
man. 


-O. 
JH"4f#f44 
tfc^WfH 
M* ^ 


By Telegraph to The Age ] 
2Ka, Kan., May Z.—Two 
aa 


s were made in Topeka by Pre& 
Roosevelt, one at the laying ot 
rnerstone of the new Railroac 
C. A. and another at the audi 
before the delegates to that 


ition at the annual convention 
held here. 


i of the president's addressee 
leard by immense crowds and 
eceived with great enthusiasm, 
laying the cornerstone for the 
C. A. building the president was 
•ted to the residence of Gover- 
liley, where Tie was entertained 
ler. The crowd was large, but 
client were the police regula- 
hat tnere was little or no con- 


ng the trip to Governor Bailey's 
a man of the name of Murphy 
ited to mount the president's 
je. He was knocked off by a 
3d policeman 
Murphy then 


1 on one of the steps with the 
s, "I guess I'll'ride here." One 
secret service iyen in the ear- 
by a well-aimed blow, sent Mur- 
)lling in, the e utter. He was 
ard arrested. 
The lellow was 


ed and did not contemplate any 
: on the president 
The inci- 


greatly amazed the president, 
f the president's guards was 
nan Mclntosh, who was a mem- 
Mr. Roosevelt's 
command at 


go. Mclntosh was - recognized 
president. 
ident Roosevelt's train ariived 
eka an*bour late. Over 12,000 
a assembled at the site of the 
. M. C. A. building to welcome 
The booming of cannon an- 
d the arrival of the president's 
iorth of the river. 
A cavalry 


ay and mounted police escorted 
jsident to a platform. He made 
, address and then laid the cor- 
le. General Manager Mudge of 
nta Fe railroad presided. He 
ted to the president a silver 
which had been contributed by 
id and with this the president 
the ^mortar. 
In Geographical Center, 
.he progress 
of his 
address 


jnt Roosevelt 
expressed 
his 


•e at being in "the geographical 
of the United States." He con- 
ted the delegates to the Y. M. 
:onvention that they had come 
sas for their great meeting, and 
s hoped their meeting woufd be 
>st profitable ever held. The 
nt characterized the Railroad 
C. A. as a potent agency for 


ceremonies occupied 20 mln- 
Fhen the president and his par- 
e driven rapidly to the Cope- 
jtel. A number of the ttarty at 


Continued on eighth page.] 


CIMICI 


ftDEjjAl COURT - 


TiSE 


One Judge Refuses to 
Deliver 
Up 


Men Accused of Crime, on 


Other's Demand. 


[By Telegraph to The Age ] 


Charleston, \V Va , May' 2.—A con- 


flict of authority between ler^ral a ad 
state courts has arisen as a result ol 
the writ of habo.is corpus grantej bv 
Federal Judge Keller on petit'oa ci 
John Laing and Stewart Hurt, ftichct- 
ed in Rpleigh county tor 1 ili.n^ tbe 
striking miner, Johu HailPas 
The 


writ placed in the hands of deputy 
marshals was served on S^enff Har 
v*y Cook at Beckley,and as couit was 
in session and Judge Joseph M San- 
ders was present, the sheriff consulted 
with hits before surrendering the pris- 
oners to the federal authorities. Judge 
Sanders instructed him to keep the 
men in custody until next Thursday 
at leastj when he will finally decide 
the matter. The "refusal to obey the 
writ was communicated to Judge Kel- 
ler here, but as the sneriff has 10 days 
in which to make his returns no fur- 
ther steps will be taken in r*ie matter 
until thaflimo "has "expired"." 
" 


FORESTS OF FLAME 


DEVASTATING LANDS 


A BOY IN SPRINGTIME. 


•»• 


+++•+*»+»+******»»»***+ 


WINE TABOOfett BY 


KNIGHTS TEMPLAR 


San Francisco, May 2—Tbe 


Grand Commander? 
Knights 


Templar 
of California, 
have 


decided by unanimous vote that 
no wine hereafter is to be 
sen?ed at any Templar banquets 


This is done so that the or- 


der here may join the general 
movement of the same kind in 
the east, and because the use 
of wine in the lodge rooms for 
official functions is contrary to 
the principles of Masonry. 


It is expected 
the Grand 


Lodge of Masons will take simi- 


r. action at their next meeting. 


1 


- "Sometimes in the springtime ! almost wisht I was a boy." 


* 
• —Chicago Record-Herald. 


ft^ 


" " ' 
' * 
" 


DEDICATION* IS AT 
END 


GXULS CHEER 


IN GUY PUREE 


« 


Visit of King Edward Made a 


Gala 
Occasion 
And a 


General Holiday is Ob- 
served. 


Centennial Anniversary of Accession of In- 


land Empire of Napoleon Appropriately 


Dedicated to The American Republic, 


Former Governor Taylor of- Kentucky 


Says Pack>of Liarfe Furn- 


ishe^i the Testimony. 


[By Telegraph to The -\ge ] 


Coudersport, Pa, April 2 —The loss 


from forest fires in this vicinity is es 
timated at a million dollars The mill 
of the Lackawanna Lumber company 
has been destroyed and the town of 
Cross Forks is threatened 
with de- 


struction. A railroad car was burned 
and the charred body of Edward Hill 
was found 
near 
Oleana, evidently 


burned in the foreet fire. His horse 
was also burned to death. 


GET FIFTH TRIAL 


[By Telegraph to The Age ] 


Frankfort, Ky., May 2.—Three sen- 


sational affidavits were filed today 
supporting a motion for the fourth 
trial of James Howard, uy W L. 
Grady, A. J. Woflord and W. F. John- 
son, charging Jurors Renshaw and 
Neal with having expressed opinions 
against Howard before the third trial. 


[By Telegiaph to The Age] 


St. Louis, May 2.—The formal dedi- 


cation of the Louisiana Purchase ex- 
position came to a close today, the 
third day of the great event. Atter 
the close of the formal exercises to- 
day the governors of the 
different 


states were escorted over the grounds, 
and laid the corner stones and raised 
the state colors on the sites of their 
resppotivp state buildings. Governor 
Nash and staff conducted the cere- 
mony for the Buqkeye state. 


An immense civic parade was the 


fjgatuxfejQf the fore_noon and the city 
was in gala altire, the weather being 
the most propitious ot any 
of 
the 


three clajs ot the festivities. 


This attornoon another vast aud- 


ience congregated 
at 
Liberal Arts 


building, and the program was given 
without 
a hitch. Rev. William R. 


Harper pronounced the invocation, 
and Hon William Lindsay was intro- 
duced as president of the day. The 
grand dedication chorus of three hun- 
dred voices sang an aria from Haydn's 
• Creation," and His Excellency, Hon 
A. M. Dockery, governor ot Missouri, 
gave an address of 
welcome. 
His 


words were stirring and rang with sin- 
cerity. Among other things he said: 


"To guard our shores, to make im- 


pregnable our southern border against 


j assault and to enlarge the scope of 
our commerce and of liberty, was the 
controlling, thought of Thomas Jeffer- 
son and his compatriots when the 
"Purchase Territory" was added to 
the American union. Fifteen millions 
of dollars represented the 
purchase 


price, and 
by 
happy 
coincidence, 


which may not have been altogether 
incidental fifteen millions of dollars 
represented the basis sum by which 
this exposition first became possible— 
five millions contributed by the city of 
St. Louis; five millions raised by pop- 
ular subscription; and five millions 
given by the 
Nationa 1 government. 


Missouri has since appropriated a mil- 
lion dollars that her resources may be 


fittingly exploited, while your states 
have 
in 
turn liberally set 
apart 


amounts which will lend the magmc- 
cence of their products to the scene. 


"Today closes the celebration in- 


cident to the dedicatory exercises of 
the exposition, and m the hour 
ol 


greeting we are lemmded that soon 
We must part lor a time The panoply 
of war in the exhibition ot our regular 
atul citizen soldiery, has joined with 
the pomp and pageantry of civil life. 
Their coming is further pi-oof of the 
pride of the people in all the institu- 
tioiif, of our country. 
Civilian 
and 


soldier have given the weight of their 
influence to make more impressive 
the 
scenes 
attendant 
on 
this 


display, and will be equally enthusi- 
astic when the gates 01 the great ex- 
hibition are formally opened. Months 
will pass before that event, but in the 
meantime an army of the employed 
will perfect the scheme which in its 
full fruition will herald abroad the 
triumph of this wonderful exhibition " 


The response to tfte address was 


made by 


Governor Odell, 


of New York, tho man who rose from 
the position of delivering ice, to the 
governor's chair of the Empire state 
He was warmly greeted and in the 
course of his speech said 


"The battles of the past have been 


for freedom and liberty, 
and 
the 


struggle of the future will be for their 
preservation, not however by force of 
arms, but through the peaceful meth- 
ods which come through the education 
of our people. The declaration which 
brought our Republic into existence 
has insured and guaranteed fhat lib- 
erty of conscience and that freedom 
of action which does not 
interfere 


with the prerogatives or privileges ot 
a man's neighbors. 


"Capital and labor are the two great 


elements upon which the prosperity 
and happiness of our people rest, and 


[By Telegraph to The Age.] 


Indianapolis, May 2.—Ex-Governoi 


"W. S. Taylor of Kentucky, comment- 
ing on the conviction of James How- 
ard for the murder of Governor Goe- 
bel, said: "Knowing absolutely that 
every word of Cecil's and Youtsey's 
testimony, on which the conviction 
was had, was perjury, so far as it in 
any way connected me with Mr. How- 
ard; that it was manufactured by 
those that represented 
the prosecu- 


tion in order to carry out a political 
plot, naturally I look on Howard's con- 
viction as an awful crime. He was 
tried by a jury of political enemies, 
and his trial therefore was devoid of 
even the elements of chance" Mr. 
Taylor refused to discuss the case 
further or to talk about the charges 
made against him or the possibility of 
a demand being made on Governor 
Durbin for his return to Kentucky. 


CITY RESPLENDENT 


IN GALA AHIRE 


Something Akin to a 
Gaudy Circus 


**- Parade,-Takes Place \ft' the 
Effer- 
& 
vescent Capital and Edward, a Scar- 


let Hero, Receives Noisy Welcome. 


MOSES CHASE 
. ' 


HfiS HARD TIME 


[By Telegraph to Tho Ago.] 


Lafayette, 
Ind , 
May 
2 —In the 


Moses Fowler Chase case today Judge 
Dehart refused to allow any attorneys 
to appear for Moses Fowler Chase un- 
der a contract with an Insane man, but 
said he would appoint one from Cin- 
cinnati and one from Indiana 10 assist 
the prosecuting attorney who by law 
Is made the attorney for the insane 
man 


PRIEST ARRESTED 


FOR SISTER'S 
MURDER 


[Continued on fourth, pags.] 


[By Telegraph to The Age.] 


Lorain, May 2.—Mayor King today 


caused the arrest of Rev. Father \Val- 
ser on the charge of murdering Miss 
Reichlin and he was taken to jail at 
Elyna 
The mayor said he did it as 


much for the protection of the priest 
as for anything else. The police aban- 
don the theory that 
the murderer 


used a ladder to enter and escape as 
the hounds found no trail from the 
ladder nor in the yard. 


Late Markets. 


Chicago, May 2.—Wheat, 78%; corn, 


44%; oats, 33%. 


[By .telegraph to The Age.] 


Paris, May 2. — France accorded jk 


hearty reception to King Edward upfh 
his arrival in* Paris. The day was 
given over to holiday fetes and every- 
where the splendid decorations and 
cheering crowds manifested good will 
to Great Britain's ruler. 


His majesty's welcome at the sta- 


tion by President Loubet and the chief 
officers of staff and his drive through 
the avenues, the Bois de Boulogne and 
the Champs Elysees, presented a bril- 
liant spectacle. The demonstrations 
at the Place L'Etoile and the Place de 
La Concorde becoming tumultuous, 
King Edward showed the keenest ap- 
preciation of French good will. Only 
scattered shouts of "Fashoda" and 
"Kruger" were heard, and they were 
lost in the tremendous volume" of dem- 
onstrative 
approval. 
Vast crowds 


filled the boulevards. 


A detachment of the First cuiras- 


siers kept back the crowds. The front 
of the station was draped with crim- 
son and gold hangings and the in- 
terior was transformed Into a superb 
reception 
room, hung with gobelin 


tapestry. President Loubet, surround^ 
ed by the cabinet ministers, the presi- 
dents of the senate, and of the cham- 
ber of deputies, the grand commander 
of the Legion of Honor, the military 
and naval dignitaries and the diplo- 
matic corps, presented an imposing 
appearance. 


Demonstrative Greeting. 


As the train entered the station the 


trumpets sounded a royal salute, and 
the band played "God Save the King." 
King Edward descended from his car 
and advanced slowly and alone, smil- 
ing and saluting. He wore the scarlet 
uniform of a British field ma^shaL 
President Loubet grasped the king's 
hands 
The meeting between the sov- 


ereign and the president was cordial, 
almost demonstrative. M Loubet wel- 
comed the king to France and the 
king expressed his thanks for the 
splendid manifestation in his honor. 


King Edward and the members of 


his party entered state carriages, with 
gorgeously clad postillions and out- 
riders, and, escorted by a regiment of 
cuirassiers, drove to the British em- 
bassy. The president and the king 
were continuously acclaimed as they 
passed through the lines of soldiery. 
When the procession reached the 
Place de La Concorde a battery ot 
great guns crashed forth a royal sa- 
lute. After a brief rest at the em- 
bassy King Edward proceeded, with 
an escort of cuirassiers, to the Elysee 
palace, where 
he was received»by 


President Loubet 
They remained to- 


gether alone for some time. 


American Flags Displayed. 


Paris was given up to elaborate fes* 


tivities, the government encouraging 


[Continued on eighth page.] 


D COUNCIL DRAWS LAST BREATH AND KNOCKS OUT CERTAIN PROPOSED LEGISLATION 


' 
^______ 
. "' 
- 
* 


ion Concludes With In 
ormal Banquet at 


Hotel Mecca. 


dent Weisner Tendered 
fotc of Thanks and 


Turns Host 


nuit to * c*ll from Major Rln- 
p«dftl meeting of the city coun- 
n h«ld Friday evening. 
Tbe 


I was to have been beld Moo- 
enlDg but City Solicitor-elect 
earned at Co'umbui tnta week 
e old council bas no power to 
« bustem alter •Malfht, S«n- 
It It <*•* 


meeting was called for the purpose of 
acting upon a few ordinances which 
were referred to committees at the 
last meeting; to pay1 bills; to accept 
Chief Mapel's. resignation and to com- 
plete aoy unfinished business. 


It waa after 8 o'clocit when Presi- 


dent Weisner called tbe meeting to 
order with the following members 
present: 
Holmes. McCormlck, Tish, 


Denxer, Powelson, Shaw, Zugschwert 
and Pharton. 


The ordinance to appropriate $2400 


tor tbe purchase of twelve feet off the 
Robinson lot and the Walnut school 
property for the purpose of widening 
Seyenth street was given its Hret, sec- 
ond and thirl reading and a vote waa 
taken upon a •otlon to pswa the oral- 


Tk« •otto* WM tart, 


'+ ft 


THEIR VALEDICTORY 


4-I 


Killed proposition to expend f 2*00 in widening Seventh street. 
Killed proposition to expend $3700 extending Eleventh street. 
Screen ordinance fcung high and dry. 
t 


Proposition ol W. ft L. E. for extension of Walnut street 
de- 


clined as too expensive; may mean condemnation proceedings. 


Police force to remain intact until'new board names new one. 


Chief Mapel retained. 


Mr. pharion votes aye several times during the evening. 
President Weisner tendered vote of thanks and In return enter- 


tains fraternity at Hotel Mecca. 


through the lota belonging to tbe heirs 
of Henry Hay, the heirs of Isaac Shan- 


and Oeorfe Wanamaker, for the 


of atradiMj Eleventh street, 


M§ flnt fwdiM. A 


nance to its second reading was lost, 
McCormlck and Pharton voting nay. 


Mr. Tisb, chairman of the commit- 


tw, MM the committee referred the 


ordinance bnek to the council. 


WM dmwn «• In »t- 


•tt r*m «. • 
' Jrfiti 


with 
a petition presented by 


the Young Peoples' Union. 
By its 


provisions 
any 
saloonkeeper, who 


keeps any screen or other obstruction 
at the entrance of his saloon, after 10 
o'clock or on Sunday, so as to obstruct 
the view of passers by, would be liable 
to a fine of not more than $100 and 
imprisonment not 
to exceed 
thirty 


days dV both. The ordinance was given 
its second 
reading and Mr. Shaw 


moved it be passed to its third read- 
ings 
The motion was lost,' Denzer, 


Holmes, McCormlck, 
Pharton. Tish 


and Zugschwert voting ndy. 


The ordinance to authorize the 


mayor to contract with the Wheeling 
and Lake Erie railroad company for 
the right to cross their tracks on East 
Walnut street, which was referred to 
tbe street committee, wna brought up 
a»*ln. Cornell 4tocM«d th« railroad 
oflkwlt Mk«i IOP »•*» M* '<* 


Provisional Police Protection 


Arranged Until New 


Force Named. 


Special Session Called in 


Order to Make Acts 


Legal. 
, 


thought best to kin the ordinance awl 
thus get it ont of the way of th« n«w 
council. Accordingly upon a 
by MX. Shaw the ordinance wna 
to its third reading and rot*4 
Mr. Pharton •arprlatd the coonoll hy 
voting "ay«" on Mr. 
But upon th* 


OO»HOCTOM DAILY Aftl, tATUftDAV, MAY 1 1tOt 


BLOOD 
AMD NERVES 


Greatest of All Spring Remedies 
Paine's Celery Compound 


Today your friends and neighbors 


are using woman's friend, Paine's Cel- 
ery Compound, and are getting rid of 
their burdens and troubles. 
If you 


will note that your woman friends are 
putting on flesh, they are blessed with 
renewed vigor, elastic 
step, 
bright 


eyes, and clear 
complexion, all of 


which are true indications of a new 
and better health. 
Why suffer when' 


you can secure the same blessings? 
Why deny yourself the happiness of 
true womanly life when Paine's Cel- 
ery Compound is able to make you as 
healthy and attractive as other wo- 
men are? Mrs. Gladys Riblett, Peoria, 
111., says:— 


"For more than twelve years I have 


been a most miserable sufferer from 


female weaknesses, and our family 
physician seemed to do me no good. 
I had great trouble with my lungs, 
and last year was advised to seek a 
change of climate or else prepare for 
death, as I was rapidly contracting 
consumption. 
I weighed 
but 
83 


pounds when six months ago I began 
the use of Paine's Celery Compound. 
Now I can sew all day, do a 
hard 


washing and all my housework, sleep 
as sweetly as a babe, and rise in the 
morning rested and refreshed. 
bottles of Paine's Celery Compound 
was all I needed to completely cure 
me, and instead of dying, as 
pre 


dieted, I now weigh 145 pounds, my 
lungs are all right, and I feel assured 
of my health and 
comfort in 
the 


future." 


+4+ 
| 
+ 


[By Telegraph to The Age ] 


Lorain, 0, May 2.—Intense excite 


ment prevails heie as a result of the 
brutal murder of Miss Agatha Riech- 
len, a handsome and popular young 
woman, by an unknown man. 
Miss 


Reichlen lived v/ith her brother, Rev. 
Father Reichlen of St. Joseph's Cath- 
olic church, who was absent trom the 
city when the crime was committed. 
A younger brother of the victim and 
Rev. Wallace were, however, guests 
at the priest's home. At an early hour 
they heard 
Miss Reichlen scream. 


They believed she ,was sick and they 
rushed to her room 
In the hallv. ay 


they met a man. He ordered the two 
men away, and then 
rushed to the 


window and jumped out. Miss Reich- 
len was dead. Her head was battered 
to a pulp, and a heavy stone stained 
with blood and with hair clinging to 
it was found, showing how the crime 
had been committed. No motive tor 
the crime is known 
Some hint at 


burglary, but this is scouted by the po- 
lice, who think there Is a deeper mys- 
tery. Miss Reichlen was 
about 3tf 


years old. brilliant and popular. 


Steel Workers Elect Officers. 


Columbus. O , May 2.—The annual 


meeting of the Amalgamated Associa- 
tion of Iron, Steel and Tin Workers 
was brought to a close after having 
been in session for over two weeks. 
The election of officers resulted as 
follows: President, T. J. Shaffer; sec- 
retary-treasurer, 
John Williams of 


Plttaburg; assistant secretary, M. F. 
Tighe of Wheeling; editor and busi- 
ness manager of the Amalgamated 
Journal. Ben I. Davis of Pittsburg All 
of the above were re-elected, but not 
-without opposition 
In nearjy every 


••case, however, there were other aspl- 
, rants for the office. 
Several of the 


districts chose vice presidents, as fol- 
lows: First district. William Gibson of 
Pittsburg; Second, Llewellyn Lewis of 
Martin's Ferry; Third, W. E. Eagan 
Of Covlngton, Ky.; 
Fourth, Albert 


Rock 
of. 
Hammond, Ind.; Seventh, 


William Jenkins of Alabama; Eighth, 
Zake Lowensof Newcastle, Pa. Cleve- 
land was chosen on the first ballot as 
the place for holding the cpnvention 
next year. 
i" 
Believed to Be Murder. 


Hamilton, 0., May 2.—Charles Reed, 


42 years old, a widower, who has been 
employed by the Wertz Transfer com- 
pany of thia city, was murdered. Ills 
body, according to the police, was 
ttien placed on the tracks of the Cin- 
cinnati, Hamilton and Dayton rail- 
road, in the hope that a passing train 
would conceal all evidence of the 
crime. A newspaper 
train, north- 


bound, struck the man and the train- 
men picked up the mangled remains. 
The head was crushed beyond all rec- 
ognition, but the body was perfectly 
rigid and many lacerations by the 
train did not bleed at all. It was im- 
mediately evident that the man had 
been dead for hours before he was 
•truck. 


Mayor Jo net' Paper. 


Toledo, 0., May 2.—It Is announced 


that Mayor Jones Is to Invade the 
newspaper field. His venture will be 
confined to the publication of a week- 
ly paper, which ha* not as yet been 
named. Professor Ferguson of Bos- 
ton, author of "The Religion of De- 
•Kwrocy," will be editor-in-chief, and 
Brand Whltlock, author of "The Thir- 
teenth District," will be associate ed- 


itor. Edward Manner, formerly a sa- 
loon keeper, will be business manager. 


Was a Former Ohioan. 


Newton, Mass., May 2. — Bishop 


Randolph S Foster of the Methodist 
Episcopal church, 83 years old, died of 
apoplexy. He was born in Williams- 
burg, 0., received his education at Au- 
gusta college, Kentucky, and was or- 
dained a bishop in 1872 
For about 


three years he was president of Drew 
Theological seminary at Paterson, 
New Jersey. 


Died From Terrible Accident. 


Corvallis, Ore, May 2.—Earl Raw- 


son, a sophomore in the state agricul- 
tural college, died from the effects of 
an accident which occurred while he 
was jumping hurdles Wednesday last. 
He attempted to clear the high hurdle, 
but tipped it over. It stood upright 
and the boy was impaled, the leg of 
the hurdle penetrating bis body a dis- 
tance of eight inches. 


Favor a Strike. 


Grand Forks, N. D., May 2.—The 


conductors and trainmen of the north- 
ern and Dakota divisions of the Great 
Northern are voting practically unani- 
mously in favor of a strike. Not over 
5 per cent will vote the other way. 


The Weather. 


For Ohio—Sunday: Showers; light 


to fresh southeast winds, increasing. 


THIS AND THAT. 


Crisp 
Items of 
Information From 


Every Clime. 


Heavy rains checked the forest flres 


In Pennsylvania, but not until after 
great damage had been done. 


Heavy frosts 
seriously damaged 


fruit tree blows in Indiana and gave 
all vegetation a serious setback. 


John Gagan and Edward Edwards, 


United States soldiers, Columbus, O., 
were struck by a trolley car and badly 
injured. One will die. 


To prevent a disastrous collision a 


fast passenger train was derailed in 
the railroad yards at Columbus. O. 
Four persons were Injured. 


Two thousand five hundred mem- 


bers of the Laundry Workers' union 
quit work, precipitating a famine of 
clean linen upon Chicago and suburbs. 


Rios, the fanatical leader of insur- 


gents In the Philippines, has been cap- 
tured. He is said to be guilty of many 
crimes and will probably be tried for 
murder. 
_ _ 


Against Compulsory Arbitration. 
Anderson, *Ind., May 2.—The dele- 


gates to the convention of the Tin 
Plate Workers' International Protec- 
tive Association of America rlsited 
the Madison county plants. The ex- 
ecutive council and the wage commit- 
tee will at once begin consideration of 
the proposed wage scale for the bal- 
ance of the working season of 1903 
and also for the year 1904. It Is prob 
able that a report on the wage scale 
will not be made until the middle of 
next week. President Powell's stand 
against compulsory arbitration 
will 


meet some opposition. 


Carried Jubilee Gift 


Rome, May 2.—Cardinal Rampolla 


received Father Francis J. Van Ant- 
werp of Detroit, Mich., and John Bodi- 
nelli, the bearers of President Roose- 
velt's jubilee gift to the pope. 
They 


will also present to the pope a golden 
scroll upon which are 25,000 signa- 
tures of persons who have subscribed 
|2,600 for the purpose of providing lit- 
erature for the inmate* of hospitals 
and prisons. Father Van Antwerp will 
return to the United States after the 
presentation. 
. 


ASKS FOB RtlPOETt, 


Roetmaater OctMrai Payne Continue* 


the Investigation*. 


Washington, May 2. — Postmaster 


General Payne addressed letters to 
former Postmaster General Charles 
Emory Smith, Fourth AM is tan t Post- 
master General Bristow, Postmaster 
Merritt of Washington and Comptrol- 
ler Tracewell of the treasury, calling 
attention to a published interview 
with S. W. Tulloch, for many years, up 
to three years ago, cashier of the 
Washington postoffice. The interview 
quotes Mr. Tulloch as saying that the 
whole tendency of the postofflce de- 
partment Is to convert the Washing- 
ton city postoffice into a mere bureau 
of the department, disburse its funds 
and appoint and promote its em- 
ployes; that an investigation of the 
accounts of the Washington postofflce 
was begun by an expert of the comp- 
troller's office, but was stopped and 
the expert removed, "presumably as 
a warning to others." Mr. Payne has 
asked for a complete report from 
Postmaster Merritt, including a list of 
all charges made in the Washington 
office during his incumbency and upon 
whose order they were made. 


International Day. 


St Louis, May 2.—Like a calm after 


a storm was "International 
Day" at 


the exposition compared with "Dedi- 
cation Day," which preceded it. The 
day's program was carried out as 
planned, but there were numerous de- 
lays. The weather was ideal, but it 
was rather cold and damp In the Lib- 
eral Arts building, and only about 
1,200 
persons listened to the speeches 


of 
foreign 
representatives. 
The 


speeches were heard by everybody in 
the hall, and it so happened that near- 
ly all of them were possessed of 
stronger 
voices, 
perhaps excepting 


President Roosevelt, than the men 
who were compelled to talk against 
the noise created by the crowd that 
filled the building at the dedication 
exercises. The French ambassador, 
M Jusserand, made a distinct hit with 
the audience, and was frequently in- 
terrupted by applause. 
Senor Ojedo 


was cheered to the echo as he ad- 
vanced to make his address. Former 
Senator John B. Thurston, president 
of the day, alluded, as he introduced 
the.minister, to the late trouble with 
Spain, declaring that all ill feeling 
against that country had passed away. 


4 4 «»** + + * * » » » » * * « * « » M * 
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[By Telegraph to The Age.) 


AT CHICAGO- 
a. B. B 


Chicago 
2 1 0 0 1 1 0 0 " — 5 8 2 


Detroit 
0 4 ) 0 0 1 0 0 0 0 — 1 8 '- 


Batteries — Klaheity 
and 
MeFarlaud 


Eaton uiid McAllistei. 


AT BOSTON— 
n. H. E 


Boston 
0 0 0 0 2 1 1 0 * — 4 7 2 


1'hlladelphia . . 1 0 0 1 0 0 0 0 0 — 2 8 


Batteries—Dliiceu and Ciljjer; Bender am 


Powers. 


AT NEW YORK— 
R. H. E. 


New York 
2 0 0 0 4 1 1 0 •— 8 15 


Washington ... 1 0 2 0 0 0 0 0 0 — 3 10 


Butteries—Powell and O'Connor; Orth and 


Clarke. 


AT CLEVELAND— 
R. H. E. 


Cleveland 
0 0 0 0 1 4 3 0 0 — 8 12 4 
St. Louis 
0 2 0 0 1 1 0 4 1 — 9 8 2 


Batteries—Moore, 
Walker and 
Bemls; 


Donahue, Sudhoff and Sugden. 


W L P C 
CLI'BS 
5 
2 .714 Bost..., 


4 
3 .571 W.i&h... 


5 
4 .550 Clove... 


6 
5 .543 St. L.... 


CLUBS 
Detroit. 
Chica.. 
N. V... 
Phila... 


W. L. 
5 
C 


4 
5 


P.C. 
.453 
.444 
.333 
.333 


National League. 


AT CINCINNATI— 
R. H. E 


Cincinnati 
1 0 3 0 1 1 0 0 •—10 C 0 


Chicago 
0 0 0 0 0 0 0 0 0 — 0 3 4 


Batteries—Sutuoff 
and Peitz; Hardy, 


\VIcher and Kling. 


AT PHILADELPHIA— 
R. H. E. 


New York 
0 0 0 0 2 3 6 0 0—11 11 0 


Philadelphia . . 1 0 0 0 0 0 0 2 0 — 3 8 1 


Batteries — Mathewson and Bowerlnan; 


Fr&ser and Roth 


AT BROOKLYN- 
. R. H E 


Brooklyn 
2 0 0 0 0 0 4 3 »— 9 15 2 


Boston ......... 1 1 0 1 0 0 1 1 O- 3 13 1 


Batteries—Jones and Ritter and Ahearn; 


Malarkcy and Moran. 
CLUBS W. L. P C. CLUBS W. L P.C. 


j N Y... 
7 
3 .700 Brook... C 6 .500 
Pitts... 
9 4 .092 St. L... 
G 7 .461 


Chlca.. 
8 4 .CG7 Phila ... 4 10 .286 
Bost... 
7 7 .500 Uiil'tl... 3 9 .250 


American Association. 


AT TOLEDO—Toledo, 6; Columbus, 4. 
AT ST. PAUL—St 
Paul, 4; Kansas 


City, 0. 


AT MINNEAPOLIS—Milwaukee, 4; Mln- 


naapolis, 2. 


AT INDIANAPOLIS — Indianapolis, £; 


Louisville, 4. 
CLUBS. W L. P.C 
CLUBS. W L 
St P .. 4 3 
Toledo.. 3 4 
Ind'lls... 
K. C.... 
Louis... 


W 
7 
5 
5 
4 


L.1 
2 
3 
3 


P.C 
.873 
.714 
.025 
-D71 


Colum... 2 
Minn... 0 


PC. 
.071 
.429 
.2SG 
.000 


Defeats Russell Sage. 


St. Paul, Minn , May 2. — The su- 


preme court sustained a decision of 
the Ramsey county court whereby Uri 
Lamprey of St. Paul is declared to be 
entitled to 50,000 acres of land, valued 
at $100,000, claimed by Russell Sage 
of New York In 1887 the St. Paul^and 
Chicago Railway company entered 
into a contract with Lamprey to con- 
vey to him about 100,000 acres of land 
and later, claiming failure to complete 


e purchase, deeded the land to Rus- 


sell T Sage. 
The decision confirms 


the title in Lamprey on payment of 
$62,262. 


Three Burned to Death. 


Baltimore, May 2.—William Hughes, 


five years old, his sister, two years 
old, 
and Harriet Gardner, one year 


old, 
were incinerated in the Hughes 


home. While the father was at work 
n a nearby field Mrs. Hughes and Mrs. 
ardner locked the children in the 


house and went fishing. The house 
caught flre and the children were dead 
before assistance could reach fthem. 


Frazeysburg Commencement. 


The Frazeysburg high school com- 


mencement exercises will take place 
May 14 
The class address will be 


delivered by Dr. L. E Holden, presi- 
dent of Wooster university. There are 
four In the class of '03; Elaine Ash- 
croft, Bessie Johnson, Claire McCann 
and Harvey 
McCann. 
The bacca- 


laureate sermon will be preached by 
the Rev. S. M. Nesbit 


Age advertisements bring business. 


CONSTIPATION 


"I b»ve Rone 1* *•.;• at a time without * 
•ovamect of tb» bowel*, not bcliiK able to 
move tbem excopf bf US!UR hot wuier lujectJous 
Chronic constipation for seven years placed mo In 
tbls terrible condition; durliiK that time t did cv- 
•rrtblng I heard of but never found any relief, such, 
was my case until 1 began using: CASCAUETS I 
now liftTO from one to three passages a day. an£ II1 
wan rlcb 1 would glyo 110000 for each movement. It 
U iuoh a relief.' ' 
AM.MLUL. HUNT. 


Detroit, lllob.. 


Given Twenty-One Years. 


Noblesville, Ind., May 2.—Benjamin 


Anderson, who has been on trial In 
this city since Tuesday on the charge 
of murdering his brother-in-law, Bert 
iane, at Jolietville, was convicted of 
manslaughter 
and his punishment 


Ixed at from 2 to 21 years in tne- pen- 
tentlary. 


Age advertisements bring business. 


Headaches i 


dtrvd stomachs. 


TAYLOR COMMENTS. 


Declare* Conviction 
for 
of Howard 


Goebel Murder • Crime- 


Indianapolis, May 2.—Ex-Governor 


W. 3. Taylor of Kentucky, comment- 
ing on the conviction of James How- 
ard for the murder of Governor Goe- 
hel, said: "Knowing absolutely that 
every word of Cecil's and Youtsey's 
testimony, on which the conviction 
was had, was perjury, so far as it in 
any way connected me with Mr. How- 
ard; 
that it was manufactured by 


those that represented the prosecu- 
tion in order to carry out a political 
plot, naturally I look on Howard's con- 
viction as an awful crime. 
He was 


tried by a jury of political enemies, 
and his trial therefore was devoid of 
even the elements of chance." 
Mr. 


Taylor refused to discuss the case 
further or to talk about the charges 
made against him or the possibility of 
a demand being made on Governor 
Durbln for his return to Kentucky. 


Can Protect Quotations. 


Cfllcago, May 2. — The decision of 


the United States district court of 
Milwaukee granting an Injunction re- 
straining Hadden, Rode* ft Co, a local 
commission house, from using or ac- 
quiring quotations of the Chicago 
board of trade, was confirmed in the 
United States Circuit court of appeals 
by Judges Gross cup, Jenkins and Ba- 
ker. The decision Is of importance in 
that it* upholds the board's right to 
maintain an action to protect its quo- 
tations, notwithstanding the sale of 
the right to the telegraph companies 
to distribute the same, and also that 
the law of property right in the quota- 
tions IB firmly established In this dis- 
trict, which includes Wisconsin, Illi- 
nois and Indiana. 


CANOV 


CATHARTIC 


PlMMDt, Palatable. Potent. Tmte Good. Do 
Qood, Merer Sicken, Wetntcn. or Gripe. lOc. i>c. We. 


... CURE CONSTIPATION. ... 


An Ordinance. 


AN 


Puts Tim and r|«or into your body, 


strengthens the nerve*. Builds up 
your whole system. Make* fra well. 
Keep, you well. Rooky MMftttta Tm. 
•ft tMtft. a 
*•*-• - 
:- 


ORDINANCE TO 
APPROPRIATE 


PRIVATE PROPERTY. 


Section 1. Be it ordained by the coun- 
cil of the city of Ctoshocton. Ohio, (two- 
thirds of all the members elected to said 
council concurring and declaring the same 
to be necessary) that its intention is here- 
by declared to condemn and appropriate 
to the public use Cor the purpose or im- 
proving the sewer system of the city of 
Coshocton, Ohio, and the connecting 01 
the sewers of East Main, Twelfth anc 
Chestnut streets, and the making of an 
outlet for the Chestnut street sewer, 
(Said improvement being recommended 
by the street commitee of said council ) 
And said council hereby condemns and 
appropriates to such public use for the 
purpose as stated above in the city of 
Coshocton, Ohio, the following property 
towit: 


Beginning at at point on the south line 
of outlet No. 129 in the city of Coshoc- 
ton. 
Ohio, at a distance of five (5) feet 
east -of the southwest corner of said out- 
lot numbeied one twenty-nine (129); 
thense in a northly direction parallel with 
the -west line of said lot a distance of 
three hundred and twelve (312) feet more 
or less to the nbrth line of said out-lot 
numbered one twenty-nine (129) at a 
distance of five (5) feet east 01 the north- 
west corner of said outlot numbered one 
twenty-nine (129). 
The 
sewer abofe 
mentioned to be constructed on a uniform 
grade from the bottom of a man hole at 
the Intersection of East Main street and 
Twelfth street to the present sewer near 
the intersection of Twelfth street and 
Chestnut street in the city of Coshocton, 
O.. and owned by Robert McDowell. John- 
son McDowell, Xnd Joseph McDowell, as 
said lot is marked and delineated on the 
recorded plat of the city of Coshocton. O., 
and recorded In the office of the recorder 
of Goahocto* county, Ohio. 


Section 2. And th« city solicitor Is 
hereby authorised and directed to Insti- 
tute the necessary proceedings and to ap- 
ply to the court for, an inquiry and as- 
sessment of the compensation to be paid 
for suich property and the amount so 
found, together with the cost of the ac- 
tion, shall be paid out of the general 
fund. 
Section 3. That the sum «o assessed as 
compensation for 
1 such property und the 
other t>xpcn«fa of th«> actltm, or so much 
thereof an Is properly chargeable nhall 
be levied and a*s«!»s«l upon the property 
bencfltted by such Improvement and jn 
th« general tax duplicate of mid city, aa 
may b*> hereafter provided by ordinance. 
Hvctlnn 4. Thin ordinance ahull take ef- 
fect and be In force r»om and *ft«e Its 
pftMftge and l«*al publication. 
Paw J April n, l»»t. 


AND1UBW 


MISS HOSE OWENS, 
f JO ••vMitejeMitB. SI*. 
WASHINGTON. D. C. 


"IfeWrytufUrtafwomAn 


to the tame cmerkocc with 
Vfacof Cardui that I had, 
your mtdklmi will bf most 
popular. About a year ago 
I began to have a mm out 
tired feding with lavttudc, 
pains in the back and head 
which kept increasing every 
month. I felt that I oecded 
•ofnething, but to gel the 
right medicine was the trou- 
ble. I finally decided on 
your Vine of Caidoi and only needed to 
take three bottles when I was fully re- 
covered." 


HEN Min Roe* Ovens, who 


has a responsible position in 
the Government service at 
Washington, D. C., decided to 


try Wine of Caraui, she made a wise 
choice. Over a million women have 
been relieved of female weakness by this 
same Wine of Cardui. It is not a 
strong medicine but may be taken every 
day in the year by any woman with 
bejiefik it does not fcwe results, but 
corrects derangements of the menstrual 
organs. It strengthens the nervous 
system, gives tone to the bodily func- 
tions, acts directly on the genital 
organs, and is the -finest tonic for wo- 
men known to the science of medicine. 


own w« would to to 
tfamt Wine of &A tt 
fail* to completely com mf 
CAM of female ills. We 
emphatically, it nerar fcft 
to beneat. Everf day as*. 
dreds of sufferers are wriaW 
to our Ladies' AdvisoryD? 
partment The letters an 
opened by persons compe- 
tent to give advice. Mia. 
Jones was eared by follow- 


ing the advice which was freely given 
- 
« 
• * 
* 
~ . 
• 
A V 
• 
WBK. ™ 
* 
her by the Ladies' 
ment. Miss Owens was eared wit 
advice byjust having a $1.00 bottle of 
Wine of Cardui from her druggist and 
taking this great medicine in the pri- 
vacy of her home. Ko doctor's ex- 
amination, treatment or advice is nee* 
essary. You have read what these two 
cured women have wri tten. Is this not 
enough to lead you to determine to bo 
rid of suffering? 


August 13,1900, Mrs. W. H. Jon*, 


of Cameron, Mo., writes: 


"I suffered terribly at monthly periods 


for three yean. I would sometimes »lor 
seven month* with no flow at all* Now 
I have my health back again and am 
expecting to be confined In January* I 
cannot praise your «"f<Mdnf enough,* 


WINEofCARDVI 


A million' suffering women 


have found relief in 


Wine of Cardui. 


BULK GARDEN SEEDS 


MakJog Garden is late this season, take no crjance on 
cheap package seeds, but get fresh tested ones in bulk. 


We Sell Seeds Th)at Grow 


This season, as ever before, we have the largest variety. 


Some Flower Seeds in bulk also.- 


W. £?. SMITH, PARK CflSH GROCERY 


Next Door to The Fountain Dry Goods Co. 


,x«:~HK~:«H«:~H~X'<~x^^^^ 


FINEST LINE 
MEDIUM PRICES 


Woolens 


FOR SPRING AND SUMMER 


! 
( 


533 
Bfcalu Street 
CALLAHAN 


Bells, Toe ( 
thing kept 
is complete 
All small i 
cash. Call 


McCABE'S MARKET 


Is the place to buy the Trimmings for a good Dinner. 


Pineapples, 


Oranges, 


Bananas, 


Lemons, 


Apples, 


Florida Tomatoes 


and Other 


Vegetables. 


Bell 'Phone 


483 
E. A. M'CABE 
553 
Main Street 


PHOTOGRAPHS IN 


ALL STYLES. 


MAEST STREET 


OPPOSITE POSTOFFICE 
PHOTOGRAPHERS 


*»••••»•«•••••••••••»»»»»»»•»»»»»»••»»«»»«»»»»•««»« 
Good Pore CANDY 


J 0 & 20c Pe* 
Dawson & Smith 


at 


AUTOMOBILES 


Olds- 


biks 


THOROUGHLY 


Shelby 


Motor 


Gats 


MACHINBS. 


nr GO-CART Sale 
i 


t 


* 


Was a stunner. The SPECIAL 
PRICES continue through April on 
the new lot v/e were compelled to 
hurry in. 


ense stock in Beds, Couches, 


and Sideboards. 


OSE BROS. FURNITURE STORE. 
rtaking a Specialty. The Big Store that Saves 
i Money. 230 Main Street, Opp. City Hall. 


»>+• 
«»»•» { 


Comparing: Figures 


We find that in the month of March, last 
past, our sales on \TIT _ i i o „ _. « — 
exceeded by one Wai I P a p e r 
third any former year. 4Ca.n not give you 
• 


any intelligent information relating to price 
or style of g<*& only by having you come 
and see us ana by showing you our goods. 
L. SMITH. 
Park «<*el Block. 


IHWO 


It *a*«ttiMl 
womtn' tppitttcti wkh 


s 
« 
,.t_ 
;„. indescribable 
fe*r, 
for 


\"WiUMmFEb 
notWn? compare* with 


* M ^^f~^R*PW 
*k* Pain •na horror of 


. ••••••• child-birth. Thethougbt 


of tht •offering and danfer in etore lor her, rob* the expectant mother 
of all pleaaaot.anticipations of the coming event, and casts over her a 
shadow of f loom which cannot be shi&en off. Thousand! of women 
haTe found that the uee of •Mother'* Friend during pregnancy robs 
confinement of all pain and danger, and insures safety to life of mother 
and child. This scientific liniment is a god-send to all women at the 
time of their most critical trial. Not only does Mother'* Friend 
carry women aafely through the perils of child-birth, but its use 
fftntly prepare* the system for the coming event, prevents "moraine 
skkness," and other dis* 
comfort* of this period. 
tUf^%^TfJ 


containing valuable information free. 
'RIEM 


SUNDAY 
SCHOOLS OF 
COSHOCTON 
COUNTY. 


Edited by 


W. F. PARK, 


AVONDALE, O. 


P I A N O S 


Some people think if they can get a piano 


in a large city they can buy cheaper. Not 
so. I sell in the largest cities in Ohio and 
get better prices than we do in Coshocton. 
Pianos are sold cheaper in Coshocton than 
anywhere in the state. Our terms are easy. 
See us and you will not go elsewhere. 


A. COMPTON 


Avondale, 0., May 1. 


REPORTS OF TOWNSHIPS. 


•(Continued.) 


Bedford township. 


Contributed by Will J. Walker. 


ASSOCIATION OFFICERS. 


Brother Walker reports as follows: 


! **This township has no organization 
as it has been almost three years, I 
believe, since we were united in a 
township association." 


SUNDAY SCHOOL OFFICERS. 
West Bedford M. E.—Rev, R. 
Cs 


Beichle, pastor; H. R. Kanaval, super- 
intendent; "W. J. Walker, assistant su- 
perintendent; Lucy Richards, secre- 


ASSOCIATION OFFICERS. 


President— W. A. Clark, ^Wakatomi- 


ka, Ohio. 


Vice President — J. F. 
Dickerson, 


Trinway. 


Secretary — C. W. Maston. 
Treasurer — C. L. Garrett. 


SUNDAY SCHOOL OFFICERS. 
Chalfant's M. E. — Rev, C. L. Lewis, 


pastor; J. F. .Dickerson, superintend- 
ent; Henry Croy, assistant superin- 
tendent; G. F. Smith, secretary; El- 
mer McConnell, treasurer. 


Cooperdale, Union S. S. — Rev. C. L. 


Lewis, pastor; Fanny Wright, superin- 
tendent; Ada Wright, assistant su- 
perintendent; Cleona Ryan, secretary; 


tary; Annu K. Trainer, treasurer.- 
I Daniel Wright, treasurer. 


:les and Sundries 


i have them sill fresh and 
up - to - date. 
Guaranteed 


Tires $5.00 to $9.00 per pair- 


31ips Pedals, laner Tubes, Cements, Enamels, etc.; in fact tvery. 
in a first-class bicycle store, and my prices are right. My repair shop 
. I can repair y<rar wheels, or almost anything that can be repaired. 
•epairs strictly 
*r 
iyi 
120TST. Fiftli Street 
and see me. 
'Phone 1062. 


4»444»»+»*4 


ollars m Sense 


Two things necessary in every business. 
It takes the dollars to build the mill, buy the 
wheat and pay the millers, aod sense to 
know how to run it right. There is a 
whole lot of both invested in th-e niansicac- 
ture of 


AMOND DUST FLOUR 


EDWIN S. LEE, EMPIRE HILL. 


M-44 44T44 4t-t-t-t-f-r-rfrr^-ft-4"t"4T4f:44 » 4 444»44T-r4-»4-411'+ 


Union "M. E.—Ret. JLrewis, pastor; 


Silas D. Ogle, superiatendeBl; assist- 
ant superintendent, J. A. Anderson; 
John • Hamsey, 
secretary; 
Clyde 


Sprora.11, treasurer. 
Keene Township, 


ASSOCIATION 'OIKPTCKRS. 


President—J. A. Budge-on, Keene, IX 
Vice President—Ross Porter, Keene. 
'Secretary—Edna Moliler, Lewisville. 
Treasurer—45eorge Tfi-aehwert, Avail- 


dale, R F. B. . 


SUNDAY 'SCHOOL ^OFFICERS. 


Keene Presbyterian.—Rev. Mechlin, 


pastor; 0. H. Crawford, superintend- 
ent; Laura Phillips, secretary; Lizzie 
Carroll, tresBtrrer. 


Keene M. E.—Rev. L. A. Ensley, 


Perry Township. 


By C. M. Bible. 


ASSOCIATION OFFICERS. 


President— C M. Bible, New Guil- 


ford. 
Vice President— J. O. Rlehards, New 


Secretary — Orpha Myers, New Gun- 


ford. 


Treasurer— Orpha 
Mikesell, 
New 


Guilfotd. 


SUNDAY SCHOOL OFFICERS. 
Ea^t Union M, E.— Rev. R. C. 


Biechle, pastor; John Lee, Jr., super- 
intendent; ."Elliot Murray, assistant 
superintendent-, "Muy Chaney, secre- 
tary; Elliott Murray, treasurer. 


East Union 'Christian — R'ev. Robert 


Killpatrick, pastor; Wm. T. Mikesell, 


I pastor, E. M. Norman, superintemlant; superintendent; Thver McTuillen, as- 


here 
I? 


Buy a First Class WATCH 
Buy a Good CLOCK 
Buy a Good pair of SPECTACLES 
Get my WATCH cleaned for $1.00 
Get a Main Spring in. my watch 


for $1.00. 


Get my Jewelry cleaned FREE. 


CA1X ON 


Q. WILCOXON, 


Oldest 
Experienced 
Jeweler 


In the County. S3.1; E. ,Stain St. 


Cosliocton, O. 


L Boyd, assistant superintendant; 


Lizzie Turner, secretary; Mary Bech- 
tol, treasurer. 


Canal Ltwisville M. E.—^Rev. Huff- 


man, Roscuo, pastor; R. L. Besst, su- 
perintendent; Mark Linden, assistant 
superintendent; Bessie Renfrew, sec- 
retary; Samuel IVorris, treasurer. 


Amity 
United 
Presbyterian—Rev. 


Tt. T. McCree, Avondale, pastor; G. F. 
Machwart, 
superintendent; 
Tfi.. 
A. 


T>avis, assistant superintendent; Nora 
Boyd, secretary; Ray Overholt, treas- 
urer. 


Miller's Union—No pastor; George 


Turner, superintendent; 
D. F. JMilli- 


gan; assistant superintendent; «Cora 
Stewart, secretary. 
Washington Township. 


By W. A. Clark. 


Distant supferintenden; Orp'ha Micke- 
sell, treaswer; Bertha GUark, secre- 
tary. 


Wilsou^ Chapel M. E.—"Rev. J. F. 


"Bender, pastor; J. I. Richards, super- 
intendent; 
Moses AlnracJk. assistant 


assistant siTpermtendent; Erma Rich- 
ards, secretary; Clara Almack, assist- 
ant secretary; L. R. Richards, treas- 
urer. 


White Oak 
CTsapel 
Baptist—Rev. 


"Rice, pastor; Enmnuel Rineheart, su- 
perintendent; R. Clark, assistant su- 
perintendent; Mrs. May Fleming, treas- 
urer; Emma. Oxtey, secretary. 


Goshen M. E.—Rev. R. C. Biechle, 


pastor; F. M. Aluaack, superintend- 
ent; Justin McVey, assistant superin- 
tendent; Warner Buxton, 
treasurer; 


Lillie Barrett, secretary. 


Wall Paper 


>«r Spring Line is now Complete. 
!ome in and get our ideas and prices 
efote you paper your house. 


t R. Shaw 


VILLIAM FEASLEY 
lie and 
Rtflfiflf 


All kinds of Repair Work, 


Metal Ceilings a specialty. Gal- 
vanized Iron Cornice and Sky- 
^ Work. 
-1, Biirt R«rtdhg, BUM Si. 
"jft-, ^ . t- 
:- -j:.va 
,^^VS^M!.W^K2tX*^ isL-y 
11 


Many tailors take the clothes of 


their patron's home to try them on in 
Mexico. 


Advertising in The Age pays. 


An Ordinance. 


TO 
IMPROVE 
FOURTH 
STREET 
IN 


THE 
CITY 
OF 
COSHOu TON, 
CO- 


SHOCTON 
COUNTY, 
OHIO, 
FROM 


THE SOUTH LINE OF THE RIGHT 
OF WAY OF THE TOLEDO, WAL- 
HONDING VALLEY AND OHIO RAIL- 
ROAD, WHERE THE SAME CROSSES 
SAID STREET TO THE SOUTH LINE 
OF PINE STREET, BY PAVING THE 
SAME WITH SHEET ASPHALT. 
Section 1. Be it ordained bv the coun- 
cil of the incorporated city of Coshocton, 
Ohio, that 
the 
improvement of said 
Fourth street from the south ..ne of the 
rig-lit of way of the Toledo. Walhonding 
Valley and Ohio railroad, where tne same 
crosses said street to the south line of 
Pine street be proceeded witn In accor- 
dance with a resolution to Improve said 
Fourth street 
between said points by 
ffradins, curbing, and paving the same 
with fheot asphalt, and constructing: nec- 
essary culverts and drain.*, said improve- 
ments between the south line of the right 
of wax of the Toledo, Walhonding Valley 
and Ohio railroad company, where the 
same crosses said Fourth street to the 
south side of Pine street to be thirty feet 
wide between curbs. 
Section 2.—The expense of said im- 
provement. Including the damages, if any, 
assessed in favor of any owner of the 
adjoining lands and the interest on bonds, 
If they be issued shall be assessed per 
front foot upon the property abutting 
thereon, according: to the hrws and ordi- 
nances on the subject of assessments, the 
assessments therefore to be payaule in 
fifteen rinmuit Installments, and the same 
collected as provided by law, and In the 
if-sltiK ordinance hereafter to be posne<I. i 
Bonds shall be Issued In anticipation of' 
the collection of the assessments, unless 
the property owners p»y thHr 
IUIWWHI- 
menU before the same a«> testied, *nd 
within the time preMcrtbcd In naki MM«*- 
Int ordinance. 
Section 1. Ttila oru«rmnc« MM|| uk« ef- 
fect *nd 


The 
End of 
Humanity 


for which we labor is 
the part that has the 
feet. 


To shape up, beau- 


tify, and render them 
comfortable is t h e 
work assigned to us. 


How well we dis- 


charge this duty is 
shown by the evi- 
dence of our enor- 


| 
V 


mous sale'^of 


:^^|jf^/j 


Walk- 
Over 
Shoes. 


i SUNDAY'S 


LESSON 


•••••••••4 


All styles, all 


leathers, but o n e 
price to all, 13.50 and 


& Rof ers 


IMS, by Amtrleu Fnw 


to. And all the city wu movtd, and th* 
people ran together, and they took Paul 
and drew him out of th« tempi*, and 
forthwith the doors wen •hut 


Paul, having met the elders, declared 


unto them wuat God bad wrought by 
Bis ministry. This was tnelr custom 
always—to tell what God bad wrought 
(xiv, 27; xv, 4), and whether it was Pe- 
ter to the Jews or Paul to the gentiles 
it was the same God working all in all 
(Gal. ii, 8; I Cor. rli, 6) when they were 
controlled by the Holy Spirit. What 
kind of believers these were, who were 
so zealous of the law that they could 
kill Paul, it might be difficult to tell 
(Terse 20). They certainly were not 
filled with the love that is kind and 
thiuketh no evil. As to ttie step that 
Paul took to conciliate them, it accom- 
plished nothing^ in that direction and 
seems to have been very strange advice 
on the part of the elders. 


M, 32. And a» they -went about to kill 


him tidings came unto the chief captain 
ol the band .that all Jerusalem was in an 
uproar. 
'When the captain, with his soldiers, 
arrived, they were beating Paul, but 
stopped Vhen they saw the soldiers. 
Part of the Lord's message to Paul by 
Ananias was, "I will show him how 
great things he must suffer for My 
name's sake" (Acts ix, 16), and Paul, 
knowing this, was not moved by these 
things (Acts p, 24), though he did 
speak of some of them as shameful 
treatment (I Thess. ii, 2). Our Lord 
Himself taught us that "in the world 
we shall have tribulation" (John xvi,33), 
and through Peter He taught us that 
we must not think the fiery trial strange 
(I Pet iv, 12, 13). 


33, 34. Then the chief captain came near 


and took him ana commanded him to b« 
bound with two chaihs and demanded 
who he was and what he had done. 


As in the riot at Ephesus, some cried 


one thing and some another. That riot 
was caused by those who worshiped 
idols, but this was by those who pro- 
fessed to worship tlie true God, so that 
these at Jerusalem were more ,to blame 
than tlie Ephesians, having more light 
than they had. Those who caused this 
riot seem to have been tlie same sort of 
people as those who made trouble at 
Antioch (Acts xv, 1, 24)—perverters of 
the word, troublers of souls. 


37, 38. Art not thou that Egyptian which 


before these days madest an uproarxand 
leddest out into the wilderness 4,000 men 
that were murderers? 


As the followers of Christ we must 


be content to be misunderstood and 
falsely accused and numbered with 
transgressors ajxl count it all a privi- 
lege for Jesus' sake, part of the fellow- 
ship of llis i3»ffcriu«s, tilling up that 
which is Ueliind of the afflictions of 
•Christ, for His body's *uke, which is 
the churela (riaH. iii, 10; Col. i, 24). 
Tliiuk of a Itoman citiaen being called 
an Egyptian and a leuU«r of a bund •of 
murderers! And if'tliings you kiiow 
not are Staid to ^our charge consider 
Him wbo endured -every, form of 'trial 
for us. 


33, 4tX But Paul said, I am n man 'Which 
*m «, J*w of Tarsus, a city in Oillola. a 
•citizen 'of no im'a-tt city, and I beseech 
thtee suffer me to speak xinto the pofeple. 


fcf iPAUl count*>d somewhat 'Oil his 


•««.rtlily citlzftnstup, Low uiucli rnors 
idiould the bisiiewr retire Hint his cit- 
IzBususp is iu heaven (Phil, iii, 20, 
T.) nnd that ftll the ixrcror of heaven 
3« on his stale! 
Brine; pouulUed to 


:s!pcak and u «wnt silence being inudo. 
3'aul spake inifhe Hebrew tor.gUe. As 
we'have no Je«?on from the next chap- 
iter or from the ilrst portion of elupU'i' 


I m»st >flevotc the rest of luy 


:• to some things therein. Paul 
thorn of bis birth and education 


Cully upon the appearance of 


to him on the way to Damascus 


-ana-of his <«oj»mlisiou from the iif.cn 
dxrtet through Ananias to bt Christ's 
•witness unlo all men. Do al'o told 
34ow the Lord •appeared to him again 
-and -tgpedally commissioned him to go 
•fia:ttpncc mrto the gentiles. Then the 
multitude cried.- "Away with such a f el 
JOJF Irom the earth, for it is not fit tb:lt 
liesli&iild liver (xxii 22; xxi, 3G.) At 
Athens they listened until he spake of 
the resurrection, but the point that 
troubles! these Jews was that the sen- 
tiles fibould be counted worthy to re- 
ceive fljny special Messing. The anger 
of tlie crowd at this will not seem so 
strange If wo remember the conduct of 
the npostles themselves when Peter 
-carried the gospel to the borne of Cor- 
wlius (Acts xl, 1-3; x, 28). Even now 
there are believers \rlio are inclined to 
make a disturbance if too much is «?nI<J 
about taking the gospel to the heart of 
Africa or ev*n to China or India or the 
islands of th« »ea. The mind of Christ, 
who gave Hinuielf for all without re- 
spect of person*, is n rare thing, and 
obedience .to Mark xvi, 15, is also rare. 
The chief captain, not understanding 
Hebrew and" therefore not knowing j 
why the people were so excited, was 
about to have Paul scourged that be 
night find out the trouble, but Paul's 
assertion that he wns a Roman saved 
him from that nnd frightened the cup- 
tain somewhat became of his treat- 
ment of Paul thus far; so he simply 
kept him safely and on the morrow as- 
•enabled the Jewish rulers, the chief 
priests nnd their council and set Paul 
before them. Part were Pharisees and 
part were Sadduceea, and Paul's testi- 
mony set them against ench other, «o 
that ngnln the cnptnin had to retcu« 
Paul and take him Into the en.1 tie. Aft* 
er all this treatment and excitement 
and uncertainty, how refrwhlnf to 
read of th* visit of the Lord to Paul Im 
tbt prtooo and of Hit ootBfofttaf worto 


HOUSE 


FURNISHING 


GOODS 


HOT AIR HEATING 


Manufacturer of Tin and She* 


Metal Work. Job Work 


a Specialty. 


232 MAIN ST. 
TELEPHONE f 
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:: Critics Say 


4* We've a knack for pickir 


•»• pretty wall papers. 
Wo 


* * call «nd allow us to* p 


«» We have the largest 


4- one has lower prices. 


.g out ;; 
a't you 
< ', 


rove It! •; 


jtock. No ; [ 


Our qual- 


ity is of the best 
The 9t^ 


hangers almost to 


•"• our trimming is a 


H, others. All wall 


•"• of us is trimmer 
^ have any left, 


a man say .. 


.way ahead of < 
f 


. paper bought * "I- 
i free and if you . - » 
we take it back 


and pay you f 
ull prlce for ,t 


: C. E. / Anderson's, : 


Book Store, 


No.' 2 Forbes Block. 


We Have Bar- 


gains For Sale. 


A ' ,en-room brick house on North 


Second 
street. Lot 
50x200 
feet. 


Good barn. Price, $2300 
2300 


Ii five-room house on North 
' 


Water street; 
one-half 
acre 


ground, elegant garden spot.. 
TOfta 
1' 


A good Main street property 53 
M 


feet frontage, 200 feet deep 
7000-' 


A seven-room house on North 


Third street 
f]50(K 


A nine-room house on Vine street. 


All modern improvements, nice 
b}S lot 
3050 


Several nire 
building lots on 


Fifth, street. 
Price, each 
500 


Also two lots 
on 
South Lawn 


avenue, each 
375 


We have twenty-two acres lying Just 


south of town that we will divide into 
smaller tracts if desired, that 
will 


rnyke excellent gardening laud. 


Boyd & McConnel 
1 


The chambermaids at hotels arc all 


chamber men in Mexico. 


COMPANY 


Ohio. 


MZMMK ASSOCIATED PRESS 


Ami S*i«et Lt*t of BMt Ohio D«lll«« 


BoUr*d at the portofflce at Cofthocton. 


OfeiO. OM MQOnd-CbUM m*tt«T. 


•0th 'Phones No. 182. 


Delivered by carrier to any part of 


Coehocton or Roscoe, ten cents a 
week; |5 a year. 


, All subscribers on. carriers' routes who 
flo not receive their paper reg:ulaily and 
promptly, will confer a favor by reporting 
the same to the office. 
N- 


- To Insure cnange of display ads 
the 
•ame day copy must be in hand before 
A o'clock. 
Notices of .church festivals, church «n- 
tertalnments, etc., where the object is to 
raise money, will be charged five cents a 
line each Insertion. 
Cards of thanks, resolutions of respect, 
society or lodge meetings, obituary no- 
tices arid advertisements 
of balls and 
celebrations wil be inserted for five cents 
* line. 


The DAILY AGE is on sale at C. E. 


Anderson's drug store and 
H. 
D. 


Smith's news stand. 


exposition, he 
Is after tke 


French vote. 


Is It possible that Mr. Pharlon's 


"ay«s" at the dying session of the 
old council signifies that he is to 
change his tactics and desist from the 
"noes" upon which rest his 
fame 


when he becomes a member of the 
new council? Perish the thought! 


BEFORE THE GAME. 


Some Indians came from the Sioux 
Base ball they thought they knioux, 


But the Coshocton Lizards 
Made them look like gizzards 


When with them they got thrioux. 


THE PATH THE CALF MADE. 


THE WEATHER. 


Ohio—Fair and warmer 
tonight. 


Sunday fair, except rain in extreme 
west. 


CLEVELAND 
AS 
A 
CANDIDATE. 


St. Clair McKelway is editor of the 


Brooklyn Eagle, an independent Demo- 
cratic newspaper. In a recent issue he 
comes out vigorously in favor of the 
nomination of Grover Cleveland by 
the Democrats next year. 
He tells 


his party that the Princeton gentle- 
man is the only man who can assured- 
ly lead the party to victory, and that 
the alternative for that party is either 
Cleveland, or only a nominal oppos- 
tion to the election of Mr. Roosevelt. 


As to the vexed matter ot a plat- 


form the Eagle says the nomination of 
Cleveland "would end all 
quibbles 


about recent or future platforms. He 
would be the platform. His career and 
character would be the guaranty of 
the restoration of repose, of strength, 
of consistency, of dignity, of wisdom 
and of trained experience to the chief 
magistracy. 
The dangerous tenden- 


cies of plutocracy on the one hand 
and of proletariatism on the oilier 
would be stopped by the very fact 
of his presidency. To the Democratic 
party his nomination would mean re- 
juvenation and to the country at large 
reassurance." 


Does this mean that Mr. Cleveland 


is really a receptive candidate—will- 
ing to run a fourth time, if the Demo- 
crats nominate him? Perhaps the an- 
swer to this question will come in due 
course of time, if the Eagle's sugges- 
tion calls out a reasonable degree of 
support from the Democrats of the 
country. 
But the Eagle sadly mis- 


judgcc. the feeling 
of the Western 


Democrats if it thinks they are wil- 
ling to take up the man they have so 
bitterly hated and anathematized since 
189C. Bryan's diatribes against Cleve- 
land expresses not only the Nebras- 
lian's antagonism and sense of per- 
sonal injury because Mr. Cleveland 
and his friends would not support him 
in either of the last two presidential 
contests, but represent the feeling of 
the 
Populist-Democratic masses in 


west and south 


This 
element 
will never support 


Cleveland. Were ho nominated, there 
would be a bolt, and the Bryan ele- 
ment would assuredly put up another 
ticket, a<3 the gold Democrats nomi- 
nated Palmer and Buokner. It would 
mean a Democratic split inlo two par- 
ties, and the bolters would end by be- 
coming Socialists. That is the evi- 
dent trend of the Bryan followers. 


Again the people of 'the 
United 


State do not believe in the violation of 
the two-term 
principle. 
Tens 
of 


thousands would refuse 
to vote for 


Cleveland on this ground alone. The 
pretense that because there was an 
interregnum between his two terms, 
th« .principle flops not apply, would bo 
scouted by the people. If it is ever 
violated, it will be in fuvor of some 
man whose popularity is far more over- 
whelming than is that of Grover Cleve- 
land, 


(By Sam Walter Foss.) 
One day through the primeval wood, 
calf walked home, as 
good 
calves 
»hould; 
But made a trail all bent askew. 
A crooked trail as all calves do. 
Since then two hundred years have fled. 
And. I infer, the calf is dead, 
But still he left behind his trail. 
And thereby hangs my moral tale. 
The trail was taken up next day 
By a lone dog that passed that way; 
And then a wise bejl-wether sheep 
Pursued the trail o'er vale and steep, 
And drew the flock behind him too, 
As good bell-wethers always do. 


And from that day o'er hill and glado 
Thiough these old wood" a natn was 
ma dp; 


And many men wound in and out. 
And dodged and turned and bent about 
And utteied words of righteous wrath 
Because 'twas such a crooked path. 
But still they followed—do noc laugh— 
The first migrations of that calf. 
And 
through 
this 
winding woodway 
stalked 
Because he wobbled when he walked. 
This forest path became a lane, 
That bent, and turned, and turned again; 
This crooked lane became a road. 
Where many a poor horse with his load 
Toiled on beneath the burning sun, 
And traveled some three miles in one, 
And thus a century and a half 
They trod in the footsteps of that calf. 
The yeais passed on in swiftness fleet; 
The road became a village street, 
And this before they were aware, 
A city's crowded thoroughfare; 
And soon the central street was this 
Of a renowned metropolis. 
And men two centuries and a half 
Trod in the footsteps of that calf. 
Kach dav a hundred thousand rout 
Followed the zigzag- calf about. 
Arid o'er his crooked journey went 
Thfe tiafflc of a continent 
A hundred t' ousand men were led 
liy one calf near three centuries dead 
They followed still his crooked way 
And lost one hundred years a day; 
For such rp\erencp is lent 
To well established precedent. 


A moral lesson this might teach, 
Were I ordained and called to preach; 
For men ;ne prone to go it blind 
Along the calf paths of the mind, 
And woik «iw;n from sun to sun 
To do what other men have done. 
They follow in the be.ilen track; 
And in. and out. and forth, and back, 
And still theii dp\ious com so pursue, 
To ket*p the path that otluns do. 
But how th<» wise old wood gods laugh 
Who .«.'iw the first primeinl calf! 
Ah! main' thingh this, tale mlgnt teach, 
But I am not ordairied to preach. 


Maccabees Make Merry. 


Twenty-three members of the local 


tent attended a class 
initiation of 


seventy-five recurits at Newark Fri- 
day night. Representatives of the or- 
der were present from Chicago, Mt. 
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HABERDASHERY 


This department of o^ir store contains such a comprehensive assortment of "Men's Needfuls," the pro- 
duct of the best manufacturers in the country, that it would be impossible for us to mention one-half of 
the goods in this space. Whatever you may want in the way of : : : ; : : : : : : : ; • • 


SHIRTS 


For Dress or Business wear 


UNDERWEAR 


So delicate in texture that the gentlest breeze will find its 
way through, yet durable enough to" give excellent service. 


HOSIERY 


Fast Black or handsome Fancy designs. 


COLLARS 


Of the very latest styles'for morning, afternoon and evening-. 
Or the best 
s 


NECKWEAR 


Made in this country for style and quality; all these, things 
and more you will find here at smaller prices than others 
will charge you for identically the same qualities, and you 
will always have that thoroughly 


"SATISFIED FEELING" 


That accompanies a knowledge of perfection in every detail 
of one's dress. 


SEE OUR 


Vernon, Zanesville, Coshocton and 
other points and a general good time 
was spent together. Great Command- 
er Parker, of Blyria, was present, and 
assisted in the ceremonies. A sump- 
tuous banquet was served at the close 
of the initiatory work. 


Those in attendance from here 


were: 
G. W. Bordenkircher, H. E. 


Bowen, E. C. Harris, J. W. Harris, E. 
F. McCullough, George Retzler, Chas. 
Askreus, Alphas Ogle, George Cooper, 
Frank Mueller, Charlie Kirkpatrick, 
M. J. Valentine, George Hull, Chas. 
Walker, 
Harvey 
Kniceley, 
B. C. 


Plesce, J. M. Bentley, Will Moore, An- 
derson Reed, E. L. Barton, 
James 


Slate, J. T. Elder, Wm. Kohman. 


CLOTHING & 


THF HI IR 
* * *>•—4 1 M. \*J m^M 
Big Store 


Coshocton, Ohio 


Arthur Piper Named. 


The Senior class held a meeting in 


the opera house last evening. 
The 


purpose of the meeting was to select 
a member of the class to deliver the 
valedictory at the commencement ex- 
orcises 
Arthur Piper was selected. 


Those present Avere Miss Blache Beale, 
Miss Stella Alinack, Miss Rebecca 
Miller, Miss Grace Norris, Miss Slea- 
iior Burns, Melville Fishor, 
Arthur 


Piper, Edgar Selby and Roy Kirk. 


CORRESPONDENCE 


Still They Come. 


Harris' Nickel Plate shows will ap- 


pear m Coshocton Monday, June 15. 
The Harris show is a popular priced 
attraction and while there is but one 
ring to company gives one of the 
best performances of any on the road. 


With Warsaw Bank. 


Frank Whittomoro has resigned his 


position in Snyder's groecry store to 
aceept a position in the Warsaw bank. 
He will move his family to Warsaw in 
the near future. 


SAGE OF THE AGE. 


, A worthy prelate is indignant at the 
•wedding of Willie Vamlorhill and Mrs 
Jinthcnfnrd. and f.ays it is scandalous 
t^fhafc 1°. what a number of the fellows 


fhonfjht «U>y MCIO aco high win 


e widow tJ?o think. 


It i evrn cliarfi*<d by western 


t on a hill because, hu can 


feo t! '"hi^h thorn faster. 


«l >•<• j-urprlhing that pome bourbon 


ha» not come forts vilh 


insinuation that because the prcsi- 
it belpod op«o tb« Louisiana Pur- 


CENTRAL COMMITTEE CALL. 
All members of tUc Republican Cen- 


tral committee of Coahocton county 
are requested to meet in Coshocton at 
the city hall May 9, at 1:30 o'clock p 
in , for the pin-pose of setting tho time 
to hold convention to/select delegates 
to stale convention and also when to 
hold die county convention. 


A. P. Stewart, Secretary, 


M A MeConnell, Chairman. 


Bill Car Here. 


John Uol/mson'fi serond bill ear with 


nflecn men is in town todav. 


J buy homes for oafcli and sell thorn 


on payments. Who? Why, Bondure, 
sure. 
" 
4 


The Age—U»t ftdv«rUMof medium. 


WEST LAFAYETTE COLLEGE. 
Prof. Thomas delivered the address 


to the graduating class of the Baltic 
high school 
Charles RiCQ went with 


him and reports a pleasing .address 
and a good time. 


Prof. Wolfe goes to Phillsbtirg to 


deliver the commencement address to 
the high school graduates 
of 
that 


place. 


Prof. Dickerson has gone to attend 


the funeral of his grandfather near 
Willowbrooke. 


The two literary societies held their 


respective meetings last Friday even- 
ing. 
Their programs are always ap- 


preciated by the audiences as is 
shown by their hearty applause. 


The Christian associations held a 


joint meeting Sunday afternoon led by 
Miss Myrtle Griffin. 
The students 


heartily responded and the meeting 
was both entertaining and profitable.* 


The principal event of the week 


was tho recital in instrumental music 
by Miss McCall and her class. The 
pupils showed great proficiency and 
the entertainment w"as a decided treat 
to everyone that heard it. Miss Mc- 
Call's solo was pronounced by thos? 
who arc competent to judge, one of 
tho finest things they ever 
heard. 


The four handed piece by Miss Mc- 
Call and Misses Miller, Ferguson and 
Andrews, was novel and called forth 
great applause. 
Miss McCall spares 


no pains to make these recitals a suc- 
cess and we feel that her 
efforts 


should have the hearty appreciation 
of everyone who is interested in the 
.college. 
SHo was assisted by Mias 


Sheppard who read "Kentucky Belle" 
and "Nothin' to Say." 


} A new croquet sot has been pur- 
chased by the 
Athletic ' association 


base ball game Thursday. 


Joseph Slaughter, a former student 


from Willow Brooke spent Sunday 
with C. R. Thrapp. 


Miss Eva Swihart came up from 


Coshocton first of the week to visit 
friends and to try the new croquet set. 


Student Donaldson went to Mingo 


Junction to preach last Sunday. 


G. H. Dickel preached Sunday even- 


ing in the M. P. church for Dr. Wells. 


an attack of scarletiua. 


Mrs. Betsy Nabor has returned to 


Newark. 


WARSAW. 


Mr. John'Stanton spent a few days 


with her sister, Mrs. Love, at Keene. 


Fletcher Darling of Kansas, was in 


town Saturday. 


William Myers and wife spent Sun- 


day with Joseph McCoy at Adams 
Mills. 


Albert and George Preston of West 


Carlisle were 
guests 
at 
Elizabeth 


Gamble's last week. 


Miss Dell Purdy, of Tiverton, spent 


several days with Elsie Riley, last 
week. 


Mr. and Mrs. Matthew Croskey were 


the guests of Mr. and Mrs. Ling Sun- 
day. 


DEDICATION 


[Continued from first page.J 


Miss Ethel Hoover and Fern Chaney 


of West Carlisle, were guets of Clar- 
ce Foster Saturday. 


Orland Foster having completed his 


course at the Zanesville Commercial 
school returned home Friday, 


Mrs. E. L. Winslow and daughter, 


Ethel, of Mt. Liberty, O., 
are 
the 


guests of Mrs. Daniel Speck and Mrs. 
Cliff Stover. 


James Foster starts on a west- 


ern tour Saturday. 


Miss Edna Whcoler, of New 


ford, spent 
Wheeler's. 


Guil- 


last 
week 
at 
William 


and some expert players arc develop- 
ing among (ho students and profes- 
sors. 


Unusual interest lias been 
mani- 


fested tliis week by those interested 
in base ball. Monday the college nlno 
played a local team from the vtllace, 
uliMu they oa.-tilj defeated. Thursdny 
the college played against 
a 
team 


from Newcomers town but 
v,oro 
de,- 


fented. Saturday it will bo Lafayetto 
against Selo on the grounds of tho 
latter. 


Several persons from Coshocton and 


Newcomeratown were here td net th« 


EVANSBURG. 


Miss Hazel ituff who has been very 


low with appendicitis is slowly re-cov- 
ing. 


The fccliool observed Arbor day any 


planted twenty-live young maple ireea 
around tlio arhonl yard. 


Mrs Lottie Finton is spending this 


week \vith her daughter Mrs. Mary 
Moris. 


Mrs Frank Kinner, of We«t Lafay- 


ette, spent several days this week 
with her brother, J, Latham and wife. 


A little son of 
Will 
Novls has 


very sick this week from the ef- 


fecit of 


when, therefore, aggregations of the 
one are met by combinations of oth- 
ers, it should be the aim of all to pre- 
vent the clashing of these great inter- 
ests. The products of toil are worth- 
less unless there be some means by 
which they can be constituted 
or 


transferred for that which labor re- 
quires. The concrete form in which 
these transactions are conducted is 
the money power o rthe capital of the 
land. Without work all of these fer- 
tile fields, these 
teeming 
towns, 


would have been impossible and with- 
out a desire to benefit and elevate 
humanity, its onward progress would 
have been useless. To work, to labor, 
is man's bounden duty. 


"This growth has brought us into 


intimate contact with the markets of 
the world, and in the struggle that is 
always before us, the competition of 
trade, if we are to hold 
our 
own 


among the 
world's 
producers 
we 


should encourage and not 
hinder 


those who by their energy, their cap- 
ital and their labor have banded to- 
gether for the purpose of 
meeting 


these new conditions—problems which 
our individual efforts ^ alone 
cannot 


solve, but which require the concen- 
trated force and genius of both capi- 
tal and labor. Incentive for good cit- 
izenship would indeed be lacking if 
there were taken from us the opport- 
unities for development, the opport- 
unities for the young man to follow* 
in the footsteps of those who hare 
written their names in the history of 
our country as the great captains of 
industry. Sucess will always 
follow 


perseverance and genius. Every her- 
esy, 
every doctrine which 
would 


leach the young man of this country 
differently, is an insult to the intelli- 
gence of ou,r people, and is in tho di- 
rection of building up a dangerous 
element in American society which in 
time would threaten not 
only 
the 


peace and prosperity we enjoy but our 
very institutions themselves. 
When 


you have placet! t>«fore 
tb« 
young 


man all of bl^ rx>Mibllitleft, you hare 
made it taDOMibte to make of oqr 


**** 


few at the expense of the many. The 
individual should count for as much 
as the aggregation of individuals, he- 
cause an injury to the one will lead 
to the destruction of the many. The 
question of adjusting and harmonizing 
the relations of capital and labor is 
the problem before us today and is 
one which will become more urgent In 
the future Its solution must be along 
those lines 
of constitutional 
right 


which every citizen has been guaran- 
teed." 


The exercises closed with a grand 


chorus, benediction by Rabbi Leon 
Harrison, and centennial saluate of 
one hundred guns.' An imposing dis- 
play of daylight fireworks was given at 
the close of the formal exercises. 


ROBBED THE GRAVE. 


A startling incident is narrated by 


John Oliver, of Philadelphia, as fol- 
lows: 
"I was in an awful condition. 


My skin was almost yellow, eyes^sunk- 
en, tongue coated, pain continually in 
back and sides, no appetite, growing 
weaker day by day. Three physicians 
had given me up. Then I was advised 
to use Electric Bitters; to my great 
joy, the first bottle made a decided im- 
provement. I continued their use 'im- 
three weeks, and am now a well man. 
I know they robbed the grave of an- 
other victim." No one should fail to 
try them. Only 50 cents, guaranteed, 
at C. E. Anderson's drug store. 


Old paper's, 5 cents a Bundle, at Age 


office. Just the thing for under your 
carpets. 
t 
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Is the only place where 
mm 
ICE CREAI 


i| made. It is delicious. 


T R Y IT! 


Fruits and Candies of all 
kinds. Fresh Strawher- 
ties daily. Wagon run- 
ning all the time. 


1. J. ELUN & 


Both 'Phones. 


"JJ fl&r . 


Wiolsltf 


iat is not pleased with 
:rfectf fitting pair of 
'lasses. 
>f ten daj^s we will 
:mr gold filled, off-set 
d eye glasses, fitted 
fine periscopic lenses, 
nly$1.50 


look right. Feel*right and 


we fit them right. 


wo. mm 


BROOKE, 
The Jeweler 
and Optician 


is 


Large 
Estate is 
Divided 


Among Widow and 
. 
Children. 


Io4 15* to Board ol Trad* 


ttflrd Uilltktt, MOO. 


JOOM H. If «U0tt and Haanifc Mul- 


l*tt to th« C. A. A C, railway con*- 
pany; 8.91 acres In Clark townahlp» 
»760. 


E. W. Arams and C. E. Qleaion to 


Daniel T. Wyland; north half of lot 
278 In Coahocton, |700. 


'J. W. Almack to Sarah Almack; 


ninety-five acres In Bethlehem town- 
ship, $t* 


A SENSATIONAL DIVORCE 


Woman Says Husband Pulled 


Her Hair and Was 


Acrobatic. 


MIME TAKE 


EXAMINATION UNDER 


CIVIL SHE BOARD 


The will of Washington 
Darling, 


died a.few weeks ago, has been 


filed with the probate court. To his 
wife, in lieu of dower, he gives 148 
acres of the home farm in Jefferson 


Large Class of Contestants for Posi- 


tions in the Local Post. ' 


Office. 


| • Twenty-one applicants are taking 
! the civil service examination, at the 
| Chestnut street school building today, 


j for 
positions in 
the 
local postof- 


fice. The examination is conducted 
township, together with all the house- ,r~' 
, 
«--.-»»-- « —--««. 
. , , 
j * 
•* 
j 
•- 
1 by the local board of civil service ex- 
hold goods furniture and provisions. 
, 
_,, 
. _, _ 
* * v 
* 
*.!, T. 
v 
• f j 
j aminers, Miss Iva A. McCoy, Miss Vic- 
At her death her share is to descend I 
. „ ' 
, _ 
_ * 
_. 
* it. 
VMJ 
mv 
T toria, G-roh and George E. Neutse. The 
of the children; Thomas L. „ „ • . 
following are the 
the examination: 


Dr. Brown Coming. 
jah Powell Brown, The Ram's 
n, will lecture in the Presby- 
turch Saturday evening, May 
i'clock under the auspices of 
stian 
Endeavor. 
Prices 25 


3nts. The press says of him. 
in the front rank.—St. Louis 
in. 
j intellectual treat.—Kansas 
es. 
iant speaker 
and 
forceful 


Austin (Tex.; Statesman, 
id with truth and humor.— 
I Leader. 
nmatic, humorous and practi- 
utauqua Herald, 
tie audience spellbound.—To- 
mercial. 


y, the great che'mist, disliked 
ition of nitric acid on 
his 


is to do everything 
sell nothing but 


right 


id Goods 


'ycle this year at $25 is as 
. other people's $35 wheels, 
rbody knows the kind of 
ten on watches and jewelry 


)icycle shop is in charge of 
jrt who has been employed 
ps in Columbus and the 
cities of Ohio. Let us re- 
ur wheel. We will show 
it good factory work is 


• than low priced patching. 
»ates of bicycle work cheer- 
ven. 
Our bicycle shop is 


ery night till 9 o'clock. 


to four of the children; Thomas L. 
Darling, Charles P. Darling. Flora May 
Mowery, andt Lollora Kate . Darling, 
who are to pay the expenses of the 
last sickness and funeral. T. L. Darl- 
ing is made trustee for Flora May. 


Lee Darling is to have his choice of 


any six cattle on the farm and Charles 
R. is to have his choice ot any four of 
those remaining. Earl Darling is to 
receive $100 in money and all the re- 
maining estate is to go to Eddie Darl- 
ing, Perry Darling, Hervey H. Darl- 
ing, Effle S. McDermott and Lizzie 
Farquahr. Eddie and the two last 
named, are to receive ?500 each and 
the remainder is to be divided among 
the five. Fletcher R. and Clifford are 
to receive nothing in addition to what 
has already been advanced to them. 
Thomas Lee Darling and Eddie Darl- 
ing are named as executors. Clinton, 
Perry and Hervey are given all the 
claims which they hold against then- 
father. The will was made April 17, 
1902, 
in the presence of Lloyd N 


Staats and J. H. Muser. 
Asks for Divorce. 


Lydia L. Brannon, through her at- 


torney, J. C. Daugherty, filed a peti- 
tion in' probate court, Friday, asking 
to be divorced from Harry Daugherty, 
on the grounds of gross neglect of 
duty, extreme cruelty and habitual 
drunkenness. 
They were married at 


Frazeysburg, December 23, 1896, and 
have one child, Harry E. Brannon, 
aged five years. She alleges that about 
eighteen months after their marriage 
he began drinking and has continued 
it ever since. 
She says he is often 


applicants 
taking 


William O. Renher, Bakersville. 
Clyde W. Philipps, Conesville. 
V. G. Bordenkircher, Bacon. 
A. D. Freese, Mohawk Village. 
Leander I. McCamment, West Laf- 


ayette. 


John S. Moore, Charles H. Leaven- 


good, Avondale. 


Charles G. Williams, Walhonding. 
John M. Brier, Annie McDermott, 


William H. Huff, R. D. No. 1, Zora 
Smith, Grace Hanks, Charles F. Mil- 
ler, Maro Valentine, Helen C. Baker, 
Martha McNeal, Edwin S. Gaumer, 
Lucy Parsons, Madge Hamilton, and 
Floyd C. Shaffer, Coshocton. 


VM of HrosMi Cm* Moat 


^JBtubbora .C*M of CatarrK. 


( N*< other, m«dkin»' firs* such 
prompt relist as Hyomei In the treat- 
ment of .catarrh. 
v 


The first breath of this remedy 


soothes and heals the irritated and 
smarting air passages, and the regu- 
lar use for a few days or weeks, will 
cure the most stubborn case. Some 
of the reports from those who have 
been cured of catarrh by Hyomei read1 


like miracles. 


John S. Gray, of Richmond Hills, 


Pa., writes: ."I am eighty-two years 
old and have been a sufferer with ca- 
tarrh in the head for twenty-five or 
thirty years. 
I ha,ve doctored with 


many specialists and they all told me 
that the disease was greatly benefitted 
and can -now say that t am entirely 
cured. It has been six months since I 
stopped using the remedy "and I still 
remain cured." 


'In nearly every town and village of 


the country can be found those who 
have been cured of catarrh by Hyomei. 
In Coshocton there are probably over 
a thousand people whose health has 
been restored 
by this remarkable 


treatment 


Mr. Anderson has sold package after 


package and every one has been with 
his personal guarantee .to refund the 
money if it did nott- cure. 
Only two 


outfits have been returned and in each 
instance the money was paid back 
without question. 


You run no risk whatever in buying 


Hyomei and your worw decides the 
question as to whether you pay for the 
remedy or not. 


Can you afford to suffer longer -with 


catarrh when you can buy a guaran- 
teed treatment on this plan? 


3-5-6 


DAILY ANNOUNCEHENT 


New Gauger at Distillery. 


E. M. Coe has taken the position of 


United States storekeeper and ganger 
at the Coshocton distiller}-. 
T. L. 


Archer, who has been filling the posi- 
tion here 
has been 
transferred to 


Zanesville, where Mr. Coe has been 
stationed 
The change was made, Fri- 


day. 
It is customary to change gau- 


gers two or three times each year. 


TO 


BE BURIED HERE 


The body of Mrs. Mary A. Watson, 


accompanied by her son, Thomas El- 
lis, arrived here Friday evening from 


I Wyland, Pa., and was taken to the 


Jolly Time. 


A party of young people chaperoned 


by Miss Helen Baker and Frank A. G. 
Lawrence drove to Warsaw, Friday 
evening in the Eckert sheet car, 
drawn by four prancing steeds. 
A 


delightful luncheon was enjoyed along 
the roadside on the way home Those 
who went were Misses Nellie Gosser. 
Agnes Hanlon, Hattie Williams, Elsie 
Miller, Delva Speckman, Erma Coe 
and Nellie Severns and Messrs. Char- 
lie Ransom, Ray Beall, James Carton, 
William Lynde, Fred Clemens, Mal- 
colm Baker and Clyde Wisenburg. 


PERSONAL 


T 0 B L E L I N E N S 


Do you know that we ore showing the 


greatest line ofTable Linens ever shown in 
Coshofton? 
A strictly all Linen Damask, 


56 in. wide, half bleached at 250 per yard, 
worth 35C. 


A striftty all Linen, half bleached Da- 


mask 68 in. wide at 4oc. 


A striftly all Linen German, half 


bleached Damask, beautiful patterns at 500 
per yard, real value 6sc per yard. 


A striftly all Linen, German Silver 


bleached 68 in. wide, beautiful patterns at 
75c per yard, real value poc. 


Bleached Damask at soc, 6sc, 75c, poc, 


$1.00, $1,25, 11.50 and $2.00 per yard. 
Otie 


lot 72 in. bleached Damask at 750 per yard, 
worth poc. 


One lot 72 in. Damask, II.QO worth 


one dollar and twenty-five cents. 


A beautiful assortment of Table Linens 


all Satin Damask with borders all around, 
in 2 yds. 2 1-2 yds. 3 yds and 3 1=2 yds. 
long, to be sold with or without napkins. 


These are the prettiest Linens that have been shown in Co- 
shocton, prices from 850 to £2.50 per yard. 
- 


We can do you good in Table Linens and Napkins. 


& GOSSER 


JEWELERS. 


drunk for several! days at a time and is 
ill-tempered and abusive. By reason of 
his failure to provide she has been 
compelled to depend upon her rela- 
tives and her own exertions for her 
support. She .says he has furnished 
her nothing in the way of wearing ap- 
parel except three calico dresses. On 
the 19th of last month she says he 
pulled her hair, threw a chair at her 
and otherwise abused her. A week 
later he left her and she has been 
compelled to break up housekeeping. 
She asks for a divorce and the cus- 
tody of the child and for reasonable 
alimony during the pendency of the 
suit. 
Probate-Court. 


John I/ Lee, Jr., appointed trustee 


of the estate of Mary Belle Lee. 


Writ of parti lion issued in the case 


of Salvina Mason vs. Louisa Carter 
Mason, et al. 
Deeds Filed. 


W. W. Hamilton and wife to Aretas 


Wright; lot 29 in New Moscow, $250. 


E. U. Marquand, as trustee, to Alice 


Moore; lot No. 1 in Marquand's addi- 
tion to Conesville, |135. 
Licensed to Marry. 


Henry A. Schlarb, 31, manufacturer, 


Fiat; Sadie M. Hottem, 24, Bakers- 


residence of her son, George Ellis at 
940 South Sixth street. Mrs. Watson 
was a former well known resident of 
this county. Her death occurred at 
Wyland, Thursday. She had been ill 
for a long time. Her age was seventy- 
years. She had been married twice 
and was the mother of vseven children. 
Her daughter, Mrs. Ella Taylor.and 
son, John Ellis, of Spring Mountain, 
are here at attend the tuneral. She 
is a sister to Henry Cramblett, of Ca- 
nal Lewisville, and of Mrs. Sarah 
Richeson, of this city. 


The funeral cortege will leave the 


residence of her son at 2 o'clock Sun- 
day afternoon. Services will be held 
at the Baptist church in Canal Lewis- 
ville, Rev. Irwin 
officiating. 
Inter-' 


ment will be made in the cemetery al 
that place. 


Stray Horse. 


Perry Wolfe, who lives about three 


miles below Coshocton, telephoned to 
the city hall 
this 
morning, that a 


horse, Coming from this direction had 
wandered into his barnyard. It is a 
bay tforse, with a -white star in its 
forehead 
and 
has 
been 
recently 


clipped. 


The Age—best advertising medium 


M t M t t 


K I T E L I L Y FLOUR 


Harry Ransom, who is employed in 


the office of the Hocking Valley rail- 
road company at Columbus, came this 
'afternoon to spend Sunday at his home 
here. 


Miss Frances Donohew went 
to 


Newcome^stown 
this morning, to 


spend Sunday. 


F. E. Pomerene went to Columbus^ 


this morning. 


B. M. Allen went to his home at Mt. 


Vernon this morning, to spend Sun- 
day. 


Mrs. 
Sarah Foster left today for 


California, where she will spend about 
three months with relatives. 


W. H. Parrish, of Rosslyn, Pa., was 


the guest of H. C. Herbig on South 
Fourth street. 


Miss Pearl McVey, of 
Zanesville, 


came today to spend Sunday with Miss 
Edna Jones, on South Third street. • 


Ambrose Bordenkircher, of 
Plain- 


field, will spend Sunday at the Halhsy 
home in this city. 


A B. Shauweker. of Newark, is in 


Coshocton on business. 


Miss* Nellie Horning, of Dresden, 


will spend Sunday at the home of M. 
\V. Wimmer, on South Seventh street. 


Will Reed leaves Monday for Zanes- 


villo where he has accepted a position 
in the Times Recorder job rooms. 


H. W. Bolts, of Newark and William 


McBride were out on a cattle buying 
expedition Friday. 


SAYS TRADE 


IS 


[By Telegraph to The Ape.] 


New York, May 2.— R. G. Dun & 


Co.'s weekly review of trade says: 
At the leading cities high temperature 
has stimulated the distribution of sea- 
sonable merchandise at retail, but dry 
goods jobbers and commssion houses 
report only a fair trade. Leading man- 
ufacturers are active except for some 
hesitancy at textile mills. In iron and 
steel, footwear, furniture, harness and 
clothing there is little idle machinery. 
Structural work is vigorously prose- 
euted and supplies of building ma- 
terial are not allowed to accumulate 
Railway earnings for April were 13.2 
per cent larger than last year and 27.6 
per cent in excess of 1901. Delive'ries 
of coke on old contracts are now so 
large that reselling Jreqently occurs. 


Three lots 


$030, or will 
TvicMannis. 


Ninth street, all go at 
sell separately. 
O. W. 


Teddy Tickled Them. 


[By Telegraph to The Ape.] 


Topeka, May 2.—President Roose- 


velt appeared on the platform of his 
car just before leaving and. made A 
few facetious remarks 'to the crowd1 


present. He said his ride was the 
liveliest of hia trip, and he never saw 
such fast 
running 
policemen. 
He 


wanted to shake hands with one sprin- 
ter and reached over and shook the 
hand of one colored policeman, 
was greatly pleased by the honor. 


Factory Blew Up. 


[By Telegraph to The A 


Cleveland, May 2.—The^Cohl tor- 


peclo factory exploded today. Several 
lives were lost and a number injured. 
The factory was demolished and also 
several adjoining buildings. 


The buildings of the Wooden Novel- 


ty works are being moved to make 
room for the new one to be erected by 
the Premium Manufacturing company. 
Thpy will probably begin excavating 
Monday. 


Greeted William. 


. [By Telegraph to The Aije.J 


Rome, May 2 —Emperor William on 


his arrival today was welcomed at the 
railroad station by King Victor Em- 
nianuel, Duke of Genoa, and other 
notable persons. 


A mild suggestion: Benduro is still 


in the real estate business. See! 4 


-I N 1 1 n 1 1 1 1 1 1 1 
H . 


¥Tlf 


™ " 


would be pleased to have you remember this 
When we remodeled our mill one year ago, 


; we did so believing the people of this great county of 


; 'ours would appreciate a flour different from the rest, 


; something better — a flow thaf would inst* re confidence 


; and make a nice loaf of br,ead every time. With this 


in view we remodeled. 
The people know the results. 


They have tried WHITE LILY FLOUR and re- 


; | ordered again and again, the greatest evidence of its 


stfperlor quality that we amid ask, 
', 


C/J 
+•f 


Funeral Sunday. 


The funeral services over the body 


j of the late Mrs. Michael Lapp will be 
held at St. Paul's Lutheran church, 


, near Wagner's, Sunday at, 10 a. m , sun 
! time. 


Eight-room house, 


class, 
Locust street, 


McMannis. 


modern, first- 
$2100. 
O. W. 


To get your system in perfect har- 


mony with spring-time, you need a 
spring tonic like Hageo's Cordial ot 
Cod Liver Oil. It cleanses the blood 
of winter's accumulated waste j makes 
better blood; better appetfte; better 
flesh; belter vitality. 
Agrees with 


weakest stomachs. 
2 


New house, 


McMannis. 


good lot, $830. 
O. W. 


THE EUREKA LAUNDRY 


HIGH-CLASS WORK. 


J. R. SPECK, Proprietor. 


Work called for and d<»- 


free. Phone 95. 


Comedy in Town. 


The Kinsoy Comedy company was 


transferred from the W. & L, E. to the 
Panhandle depot this morning. They 
arc bound for Mt, Vernon. 


§ 
8 


Sister—When your complexion be-1 


gins to fade don't ttt>c powder, paint or \ 
skin foods. Go to bfti early and take > 
a ill tie Rocky Mountain Too. 'Twill 
brin? back the real beauty of youth. 
C. E. Anderson. 


+ 1 
Good 
homo, corner lot, Walnut 


£ street, $95-). O. W. MrMannls. 


house, 
Walnut 


0. W. McMannU. 


street, 


Cleanliness Next to 
Godliness 


Applies as well to making flow as to 
anything else in life. 


DIAMOND DUST FLOUR 


« 
* 


Is made of thoroughly clean wheat'* in 
a clean mill, by clean millers. No htf- 
man hand touches it from the time the 
wheat enters the mill until it readies the 
hands of the consumer* 
And it makes 


good, sweet, clean bread, too* 


EDWIN S. LEE, EMPIRE 


I 
, 
. 
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Oxfords 


We wish to ray to the Ladies, 


Oxfords will be the most popular 
shoes this season, according to 
footwear fashion, Certainly they 
are the 
prettiest, coolest and 


most comfortable for summer 
wear. 
We are showing fully 


double the styles we have here- 
tofore, comprising the chio effects 
in high, medium and low heels— 
all grades and all suitable leathers 
—all sizes and widths. Ladies, 
make your selection now and 
get the choice of the b"st styles. 
Price 11.25 to |3.50. 


* 
** 
y^ 


'X Brendel Bros. 


Jim a.nd the 


Extract 


Hi* Wayr Were New, fait 


the Ensuing Profits 


Were Big 


From "Letten From a Self Mad* Jfer- 


ehant to Hi* Son," bv C/eor0e Horace 
Larimer. #y permferton o/ Smafl. Matt- 
nard A Co., PubUthen, Baton 


WORLD'S FAIR DEDICATION. 


Low Fares to St. Louis via Pennsyl- 


vania Lines. 


Special fares to St. Louis for the 


Dedication ceremonies of the World's 
fair will be in effect via Pennsylvania 
lines April 29, 30 and May 1; also on 
April 26th and 27 for the National and 
International Good Roads convention. 


The attractions on these occasions 


will be particularly interesting. The 
World's fair dedication ceremonies will 
be participated in by President Roose- 
velt, members of his cabinet, ex-Presi- 
dent Cleveland and other notables. 
This display of fire-works will repre- 
sent an investment of over $50,000.00. 
The occasion will be a memorable one, 
instructive as well as interesting to all 


who attend. 


For particulars regarding low farces, 


through trains, etc, apply to nearest 
ticket agent of the Pennsylvania lines. 


A THOUGHTFUL MAN. 


M. M. Austin, of Winchester, Ind., 


knew what to do in the hour of need. 
His wife had such an unusual case of 
stomach and liver trouble, yhpsicians 
could not help her. He thought of and 
tried Dr. King's New Life Pills and 
she got relief at once and was finally 
cured. Only 25 cents at C. E. Ander- 
son's drug store. 


WHY DON'T YOU GO? 


For all who desire to attend 
the 


dedicatory ceremonies of the Louis- 
iana Purchase Exposition the W. & L. 
E. will sell tickets to St Louis, Mo., 
at $13.05 round trip. Tickets sold 
April 29, 30, and May 1, with 
re- 


turn limit leaving St. Louis May 4. 
Inquire time of trains and service, W. 
J. Davies, agent. 
tf 


From Bun. Afgr. CJii'ti Enquirer. 
I find Goodtuir Soap the best remedy I 


have ever used for tlie relief of the itching 
sensations caused by Eczema and Prickly 
Heat. It certainly is a good soap. Wish- 
ing you success in introducing it, I remain 


Yours truly, 
J. J. M'lJOWELL. 


The immense sals of 


GoodUhair Soap 
during the past year speaks volumes as tc 
its popularity. All who are afflicted with 
any hair or »kin disease should give it n 
trial. 
At druggists, or by maif on re- 
ceipt of 125 cents. 


Qocttuir I«msdy Co&pu?, Kewtri, OMo. 


COLONIST TICKETS TO WEST. 
From February 15 to April 30, -B- 


elusive, one way second-class colonist 
tickets to California, North 
Pacific 


Coast points, Montana and Ihado, will 
be sold at lew fares via Pennsylvania 
lines. 


G. A. K. AT MARIETTA. 


May 11 and 12, excursion tickets to 


Marietta account G. A. R. state en- 
campment, will be sold via Pennsyl- 
vania lines. For particulars see ticket 
agents. 


EXTREMELY LOW RATES WEST 
Via W. & L. j^. railroad commenc- 
ing February 15, and continually dally 
until June 15, 1903. Stop over privil- 
eges allowed. Consult ua ror particu- 
lars. W. J. Davies, Agent. - 
tf 


Fruit and vegetables are not sold by 


measure, but by the dozen or by 
weight in Mexico. 


"The first college man I ever hlre< 


was old John Durham's son Jim. Tha 
was a good many years ago, when the 
house was a much smaller affair. Jim's 
father had a lot of money till he start 
ed oat to buck the universe and corner 
wheat And the boy took all the fancy 
courses and trimmings at college. The 
old man was mighty proud of Jim 
Wanted him to be a literary fellow 
But old Durham found out what every 
one learns wLo gets his ambitions 
mixed up with number two red—that 
there's a heap of it lying around loose 
in the country. The bears did quick 
work and kept the cash wheat coming 
in so lively that one settling day half 
a dozen of us bad to get under the mar- 
ket to keep it from going to smash. 


That day made Jim a candidate for a 


job. It didn't take him long to decide 
that the Lord would attend to keeping 
Up the visible supply of poetry and 
that he had better turn his attention to 
the stocks of mess pork. Next morning 
he was laying .for me with a letter of 
introduction, when I got to the- office, 
and whea he found that I wouldn't 
have a private secretary at any price 
he applied for every other position on 
the premises right down to office boy. 
I told him I was sorry, but I couldn't 
do anything for him then; that we were 
letting men go. but I'd keep him in 
mind, and so on. The fact was that 1 
didn't think a fellow with Jim's train- 
ing would be much good anyhow. But 
Jim hung on—said he'd taken a fancy 
to the bouse and wanted to work for it. 
Used to call by about twice a week to 
find out if anything had turned up. 


Finally, after about a month of this, 


he wore me down so that I stopped 
him one day as be was passing me on 
the street I tbougbt I'd find out if he 
really was so redbot to work -as he 
pretended to be; besides I felt that per- 
haps I hadn't treated tbe boy just 
right, as I bad delivered quite a jag of 
that wheat to his father myself. 


"Hello. Jim," I called; "do you still 


want that job?" 


"Yes, 
sir," he answered quick as 


lightning. 


"Well, I tell you bow it is. Jim," 1 


said, looking up at him—be was one of 
tbose husky, lazy moving six footers— 
"I dou't see any chance in tbe office, 
but I understand tbey can use anotber 
good, strong man in oue of tbe loading 
gangs." 
, 
, 


I tbought that would settle Jim and 


let me out for it's uo joke lugging 
beef or rolling ban-els and tierces a 
hundred yards or so to tbe cars. But 
Jim came rlgbt back at me with: 
"TV>n«». Whn'11 I rr>nnrr to?" 


That tfortj way of answering, as If 


he was closing a bet mad* me surer 
than ever that he was rot cut out for 
s butcher. But I told him and off be 
started hot foot to find the foreman. I 
sent word by another route to •*• that 
he got plenty to do. 


I forgot all about Jim until about 


I three months later, when bis name was 


[ handed up to me for a new place and a 
raise in pay. It seemed that he had 
sort of abolished his Job. After be had 
been rolling barrels awhile and the 
sport had ground down oue of his shoul- 
ders a couple of inches lower than tbe 
other he got to scheming around for a 
way to make the work easier, and he hit 
on an Idea for a sort of overhead rail- 
road system by which the barrels could 
be swung out of the storerooms and 
run right along into the cars aud two 
or three men do the work of a gang, tt 
was just as I thought Jim was laxy, 
but be had put the house In the way of 
saving so much money that I couldn't 
fire him. 
So I raised his salary and 


made him an assistant timekeeper and 
checker; 


Jim kept at this for three or four 


mouths, until his feet began to hurt 
him, I guess, and then be was out of a 
job again. It seems he bad heard some- 
thing of a new machine for registering 
the men that did away with most of 
tbe timekeepers, except the fellows who 
watched the machines, and he kept 
after the superintendent until he got 
him to put them In. Of course he 
laimed a raise again for effecting 
such a saving, and we just had to al- 
ow It 
I was beginning to take an interest 


in Jim, so I brought him up Into the 
•ffice and set him to copying circular* 
etters. We used to send out a raft of 
hem to the trade. That was Just be- 
ore the general adoption of type- 
writers, when they were still in the 
xperlmental stage. But Jim hadn't 
>een in the office plugging away at 
be letters for a month' before he had 
the writer's cramp and began nosing 
around again. The first thing I knew 
be was sicking the agents for the new 
typewriting machine on to me, and he 
kept them pounding away until they 
made me give them a trial. Then it 
was all up with Mr. Jim's job again. 
I raised his salary -without his asking 
for it tbis time and put him out on the 
road to introduce u new product that 
we were making—beef extract 


Jim made two trips without selling 


enough to keep them working overtime 
at tbe factory, and tben he came into 
my office witb a long story about bow 
we were doing it all wrong. Said we 


YOU WILL ALWAYS FIND 


Lowest Prices 


4th Si. MEAT MARKET 
D. E. GRIFFIN, Proprietor. 
114 Sooth Foottk 


Spring 


A l*ri*, h*Dd««m« lid* «| 


bright, uuppy patterns JIM! 
received.* 


L. K. BEACH 


MERCHANT TAILOR 


An Ordinance 


T0 VACATE ALL 


w 
i 
•••OF THE ALLEY RUN- 
NING EAST AND WEST BETWEEN 
LOTS 
NUMBERED 
1174, 1175/117? 


1177, 
1178, 1179, 1180 AND 12M, WHICH 


ought to go for tbe consumer by ad- 


and Mt otir stock. A Urgt rmriety to »eJect from. 


ART 


vertising and make tbe trade come to 
us instead of chasing it up. 


That was so like Jim tbat I just 


laughed at first Besides, that sort of 
advertising was a pretty new thing 
then, and I was one of the old timers 
who didn't take any stock in it. But 
Jim just kept plugging away at me 
between trips, and finally I took him 
off the road and told him to go ahead 
and try it in a small way. 


Jim pretty nearly scared me to death 


that first year. At last he had got into 
something that he took an interest in- 
spending money— and he just fairly 
•wallowed in it. He used to lay awake 
nights thinking up new ways of -getting 
rid of the old man's profits. And he 
found them. Seemed as if I couldn't 
get away I'rom Graham's Extract, and 
whenever I saw it I gagged, for I knew, 
it was costing me money that wasn't 
coming back. But every time I started 
to draw in my horns Jim talked to rue 
and showed me where there was a for- 
tune waiting for me just around the 
corner. 


Graham's Extract started out by be- 


ing something that you could make 
beef tea out of— that was all. But be- 
fore Jim had been fooling with it a 
month he had -got his girl to think up 
a hundred different ways in which it 
could be used, nnd had advertised 
them all. It seemed there was nothing 
you could cook that didn't need a dash 
of it He kept me between a chill and 
a sweat all tfce time. Sometimes, but 
not often, I Just had to grin at his fool- 
ishness. I remember one picture be got 
out showing sixteen cows standing be- 
tween something that looked like~a 
letter press and telling -'how every 
pound or so of Graham's Extract con- 
tained the Juice squeezed from a herd 
of steers. If an explorer started for 
the north pole, Jim would send him a 
case of extract and then advertise that 
It was the great heat maker for cold 
climates; and if some other fellow 
started across Africa, he sent bim a 
case, too, and advertised what a bully 
drink it was served up with a little ice. 


He broke out in a new place every 


day, anu every time he broke out it 
cost'the house money. Finally I made 
up my mind to swallow the loss, and 
Mister Jim was about to lose his job 
sure enough when the orders for ex- 
tract began to look up, and he got a 
reprieve. Then he Jbegan to make ex 
penses, and he got a pardon, nnd final 
ly a rush came that left him high and 
dry In a permanent place. 


Jim was all right In his way, but It 


was a nnw way, and I hadn't been 
broad gauged enough to see that It was 
a better way. 
/ 


That was where I caught the connec- 


tion between a college education and 
business. I've Always made It a rule to 
buy brains, aud I've learned now that 
tbe better trained they are the fastet 
tbey find reasons for getting their sal- 
aries raised. The fellow who hasn't 
bad tbe training may be just as smart, 
bat he's apt to paw tbe air wbsn tart 
reaching for Ideas. 
; 


•OUVINIft Of COSHOCTON. 


-.-.— -V—.i— 
mjm f*** 
WWVfflir Qf VV* 


• frtond than 


W?ereas- petition signed by 
• K 
: *he .owner of all the lots 
abutting on that part of the alleys herein- 
after described has been presented to 
council, praying for the vacation of said 
alleys; and whereas notice of the pen- 
dency and prayer of said petition has 
been given by publishing the same In the 
Coshocton Daily Age, a newspaper of 
general circulation in the corporation for 
six consecutive weeks ending on the 3d 
day of April, A. D., 1903; and whereas 
council is satisfied that there is good 
cause for such vacation, that it will not 
be detrimental to the general interest and 
that the same should be made. 


Therefore be it ordained by the coun-' 
cil of the city of Coshocton, Ohio, that so 
much of the alley extending east and 
7^ betweerl lots numbered 1174, 1175 
HI'6' H& HI8' 1179' 11SO and 125S which 
lies within the coroporate limits of said 
city and the alley lying west of said lots 
vacated 
a"d the 
Same are 


Section 2. This ordinance shall be in 
force and take effect from and after its 
passage and due publication. 
Passed April 28. 1903. 


ANDREW WEISNER 


EDW. 


Mrs. Lena L. Gibson, Moquoketa, 


la.: Rocky Mountain Tea is the grand- 
est medicine I have ever used. I rec- 
ommend 
it to everybody. 35 cents. 


C. E. Anderson. 


Read want ads. of The Age. 


Age advertisements bring business. 


A Fait Trial 


. •* 
• 
» 


Is all that is necessary to convince 
you that Dr. Jackson's Digestive and 
Liver Powders are the best medicine 
in the world to cure Indigestion, Dys- 
pepsia, sour or bloated stomach, oil- 
llousness, headache, constipation, di- 
arrhoea, vomiting in pregnancy, sex- 
ual debility, kidney and liver dis- 
ease. We therefore urge you to try 
them at once for your health's sake. 
They are also an excellent spring; 
tonic, cleansing the system, making 
good blood, preventing frequent s.t- 
tacks of fever, biliousness, neuralgia, 
rheumatism, la grippe, colds, aud 
male and female weakness, etc. 


I had indigestion, Stomach Liver, 


Kidney and Bowel trouble. 
Suffered 


for years Dr. Jackson's Digestive and 
Liver Powders cured me, I recommend 
them highly to all. 


Jno. W. Boal, Adamsville, 0., 


For sale and guaranteed by all 


druggists. Price 50C and $1.00. All in- 
formation and advice gratis by adr 
dressing O. C. Bolin & Co., Zanesville, 
Ohio. 


In Mexican cities real estate is sold 


by the square meter instead of the 
front foof. 


THE 


Big Fire Sale 


WILL CLOSE WITH A CRASB! 


Twenty Days More and we will close 


until our two store rooms 


ready. 
are 


READ OUR PRICES: 
Groceries 


TNi A§«. Than an • i «w Ml TM 


Best granulated * sugar, per 


100 Ibs 
,...$4.90. 


Fresh roasted 
coffee, 
per 


pound 
7c 


Honey Dew syrup, per gal- 


lon 
.... ....30c 


Soap, cream of the laundry, 


16 ounce cakes.... 3 for lOc 


Toilet soap 
6 cakes for 5c 


Canned pears,, per can......7c 


Canned corn, per can 
7c 


Greenwich lye, per can...... 7c 


Black Jack Stove Polish ....7c 


Choice tea, per pound 
25c 


Velvet starch, per box 
5c 


Gold Dust, per package .....-.3c 


We have several 
thousand 


dollars worth of goods that are 


good that must be sold at some 


v 
• 
. 


price. 
' • ' 


« 
' * 
Miscellaneous 


Buggy whips 
7c 


Three 50c work shirts..... $1.00* 
Extra heavy overalls, per 


pair 
43c 


Boys overalls, per pair ,...23c 


^ 


We Have 300 Pairs of Good Shoes, was 
worth $1.50 per pair, good as new, will sell at 
COME QUICK, ALL KINDS AND ALL SIZES. 


WE HAVE THOUSANDS OF ITEMS 70 


SEL REGARDLESS OF COST. 


Don't niwThis Grand Opportunity to Get 


Good Goods ai UM Than Half Price. 


Tbe American 


Syndicate 


r»r r , ,, 


• 


,,T»,^<t ™, ^^, 


• ' 
S IV " 
" It" * f 


NT'S 


SUNDAY 


It', m h.rd 


straggle to figtt 
the battles of 


with the 


burdens 


/body raada tha Want column. 
u hava aontathlng that you would rather coll than glvo away, ad* 
. in thla column. If thara Is admothlng you want that you havont 
this column. If you loat it or found it, IMS tha column. 
And If 


Mit of a position or want to cbangai uko ths column, 
itlons wantod, frss. 
thtr class of ads. 25 cents for six Insertions. 
' 
; 


with ordsr for all advertising In tho cheap want column. Tha pries 
nitlsimal that ws cannot afford to uss the Ink or bookkeeper's time, 
>n'entry of It 
" 
„ 


WANTED. 


3 MAID—Apply, to Mrs. Car- 
iton, milliner, upstairs, Gray 


Good wages. 
' 
2 


FOR SALE. 


GAS 
STOVE — Asbestos 
front 


Economical burner, 
dee. 


Inquire Age of 


tf 


IS—Gentlemen preferred, 849 
itreet. ., 
, 1 


deliver goods* and work 


tore. Must have best of ref- 
Steadjt work. Apply at once, 
i Stonf. 
' 
5 


>t under 25 years to call on 
new customers., No deliver- 
ition permanent to the right 
'ay weekly. 
r, N. Y. 


Glen 


end-6-4 


E3D—Gentlemen or ladies to 


Eastern Corporation hand- 


of goods of international rep- 
Also two representatives for 
)wns.' Salary guarantee of 
dajf to start with good chance 
icement. Call or address at 
3. Dollison, 145 ParR avenue. 


FOR RENT. 


-Furnished. Gentleman room- 
red. 
InJjpire at 365 South 


et. 


-Two 
furnished. Gentlemen 


(referred. Inquire of Mrs. L. 
!22^|SValnut street. ' 
5 


ROOM—And board for 


o gentlemen. Call at No. 809 
treet. 
5 


OUT rooms on Second street.^ 
' Win. C. Schaich, 422% Main 


8 


-Inquire 
reet. 


Jas. 
Stewart, S. 


•Six r&oms on South Sixth 
nquire Fred. Wagner at S. 
grocery store. 
4 


BICYCLE—Lady's. In good'condl 


tlon. Standard make, at $10. Inquire 
of Burns & Gosser. 
t 
tf 


HOUSE—Five rooms on East Chest 


nut street. Inquire at 117 Chestnut or 
518 Majn street. John Gross., 
2 


SIDEBOARD—For sale. Inquire 617 
Ctiestnut street. 
7 


GOOD TEAM—Ot work 
horses 


weight m>m 1200 to 1350 pounds. Also 
a good team of pennies, 6 years old. 
Stutzman's Livery. 
BARBER SHOP—Two-chair shop in 
Fountain hotel. Goodnight and city 
water. Going into other business. For 
sale cheap.^ M.- C. Walters, box 342, 
Newcomerstown. 
5 


THE MARKETS. 


LOST. 


lite English 
bulldog. Evi- 


•ayed away. Finder will be 
rewarded 
by returning to 


srner. 
2 


Lady's n black 
kid 
glove, 


vening. Finder please leave 
tlub rooms- 
4 


Bernard pup, 'tan, with 


t. Answers, to name of Gay. 


American Auction Syndi- 


6 


t grades of coffee are sold at 
:ores in Mexico. 


SESSIONAL CARDS. 


B. F. OIOOKUM 


INN & STOCKUM, 


LAWYERS 


NOTABY DJ Omcx. 
m« 101. 
LtfL 


No. 18 IttckMtt* Bid'* 
Main Strwt, OpporiM 


OoortH' 


MERRIAM, ,M. D. 


;ian and Surgeon 
loeinLorenz Building 
porito Poritofflce. 


4. 


VI WILLIAMS 


:Y AT LAW 


AND NOTARY PUBLIC 


i in Hay Building . . 


Walker A CantwelP*. 


1. HART & CO. , 


ARCHITECTS. 


light St. 
Telephone 1300 


Columbu*, Ohio. 


^ I. D. SEIUER 


DENTIST. 


9elbf Bldf., over Selirttt A 
lUiama' Drug Store. 


^ 
Ohio. 


• that «aTM you motley if 
•'« at 698 Walnut 8*. I boy 
1 ° sell or trade anything of 
irm m all time* a foil lia* of 


Grain and Stock Prices For May 1. 


Cleveland — Cattle: ,Choice fat diy fed 


steers, 1,130 to 1,250 Ibs., $4 SofsS 23; god 
to choice steers, 1.000 to 1,130 Ibs., $4 33<g 
3 05; good to choice steers, 900 to 1,000 
Ibs., 
$4 00^4 63: choice light 
butcher- 


steers, $3 73(g4 25; choice heifers, $4 2u(o; 
4 75; choice f.it butcher bulls, $3 T3(g4 23; 
choice fat 
cows. $3 73<£/3 90; milch and 


springers, $43 OOfj/50 00. Shpep and Lambs 
—Good to choice lambs, $0 50(ftG 73; fair to 
good, $3 50<g6 00; uulls to common, .$3 00© 
5 00; good to choice wether sheep, $-i oO® 
5 00, good to choi'-e mixed sheep, $4 00(0; 
4 50; fair to good, ?3 73g4 23: culls to com- 
mon, 
$2 00@3 50: fair to 
good yearling 


wethers, $4 73<?(.3 23; good to choice ewes, 
$4 23<fM 30. 
Calves—Best, ?3 73; rommon 


and 
lights, 
$4 00^3 00. 
Hogs—Yorkers, 


$7 0.>Tj7 10, medium aud hefny, ?7 13; pigs, 
$7 03(g,7 10; stags ami roughs, $C 00(^0 73. 


East 
Buffalo — Cattle: 
Shipping 
to 


fancy, $5 33(&3 50; fair to 1;ood ciporteis, 
J4 90@5 10; butohi-rs, $4 50^i3 00; heifers, 
54 00@3 00; 
cows, 
53 00@4 50; 
feeders, 


$3 73(ji4 60; 
stockers, ?3 23(g4 40; stock 


calves, $4 00&4 00. 
Sheep and 
Latnbs.— 


'Best wool lambs. $7 25^7 63; fair to good, 
$0 50@7 00; common, $5 00@5 50; clipped 
Iambs7$7 00(g7 10; culls and common, $3 30 
@5 00; fair 
to good, .$5 50(5i6 00; wooled 


wether yearlings, .$3 50gf« 00; clipped. ?3 00 
@3 30. 
Calves—Best. $0 23(rt6 73; fair to 


good, $5 00@5 50. 
Hogs-Medium, $7 25W 


"t 30; heavy, $7 30; pigs and Yorkers, $7 25 
@7 30. 


Chicago — Cattle: Good to prime steers. 


$3 00015 3Qi poor to medium, $4 23©5 00: 
stockers 
Trnd feeders, $3 25(gv5 10; cows, 


$1 50@4 73; heifers, $2 50&5 00; canners, 
?1 50<&2 80; bulls, $2 50@4 50; Texas fed 
steers, $4 00@4 75. Sheep and Lambs- 
Good to choice wethers, $4 75@5 50; fair to 
choice mixed, $3 75@4 75i western sheep, 
$4 CCKgO 30; 
native 
lambs, 
$4 50&6 00; 


western lambs, $4 50@fl 00. 
Calves—$2 50 


©5 00. Hogs—Mixed and butchers, |6 80@ 
7 03; good to choice heavy, |7 00®7 15; 
rough heavy, $6 80@6 95; light, $0 60©G 90. 
Wheat—Xo. 2 red, 77%c. Corn—No. 2, 44% 
@45c. 
Oats—No. 2, 30%c. 


Pittsburg — Cattle: Choice, ?5 4O@5 50; 


prime, $5 20@5 35; good butchers, $5 00® 
5 20; fair, |4 50@4 85; heifers. $3 50@4 75; 
bulls, stags and cows. $2 25@4 30; fresh 
cows, f25 00@58 00. 
Sheep and Lambs- 


Prime wethers, |4 90@5 10; good mixed, 
$4 60@4 85; fair, $4 25@4 50; choice Iambs, 
$6 G0@6 80; fair to good, $5 23@6 40; com- 
mon, 
$3 00@4 00; spring lambs, $6 00@ 


11 OO. 
H'-gs—All grades, |7 25@7 30. 


New York — Cattle: Steers, $4 60@5 70; 


bulls, $3 00@4 VO, cows, f2 10@4 00. Sheep 
and Lambs—Unshorn 
sheep, |4 00@3 75; 


clipped, $3 00@5 00; unshorn lambs, |T 25® 
7 75; clipped, $5 G0@7 30; clipped culls, 
$4 00; Maryland spring lambs, $5 00 each; 
state spring lambs, $3 00 
Calves—Veals, 


$3 50@6 50. Hogs—State and Pennsylvania, 
$7 40. 
Wh«-at—Xo. 2 red, 82c, 
Corn—No. 
2/53c. Oats—Xo. 2, 38c. 


Cincinnati — Wheat: 
Xo. 2 red, 75@ 


7<Jc. Corn—Xo. 2 mixed, 46c. Oats—Xo. 2 
mixed, 33@38%c. Rye—No. 2. 57c. Lard— 


Bulk 
Meats—$9 37%. 
Bacon— 


The constaiitl^ 
aching back —• 


The weariness—Distressing ui'L 
•ry diaorders—All yield quicklr '" 


Doan's 


Kidney Pills, 


X 


A Modern Medicine for 
Every Kidney 111. 


Mr. Jacob Schaefer, of 103 West Front 


street, Portsmouth, O., proprietor of a very 
popular restaurant, says: "My opinion of 
Doan's Kidney Pills, first expressed its our 
Portsmouth papers in the summer of 1S96. 
Is stronger to-day tbtn it" was three years 
ago, when they cured me of backache. The 
results I obtained were neither imaginary 
nor transitory. My emphatic advice to. any 
one in Portsmouth suffering from backache 
Is to procure Doa^aKldney Pills at Fisher 
& Stretch's drug Brore, take a course of the 
treatment, and toe backache will disap- 
pear." 


Doan's Kidney Pills for sale by all drug* 


gists; 50 cents per t>oz. Foster-Milbvrn Cow, 
Bmffalo, N. Y. 


$9 03. 
$10 75. 
Hogs—$5 00@6 90. 
Cattle—$2 75® 


R 10. 
Sheep—$3 00@4 35. 
Lambs—14 00@ 


« 00., 


Boston — Woo!; 
Ohio XX and above, 


81%@32c; X, 27@28c; No. 1, 30@31c; N«. 
2, 3Q@31c. 


Ittlfedo — Wheat, 75c; corn, 44%c; oati, 


rye, 53c; cioverseed, $7 70. 


Baltimore — Batter: 
Fancy 
creamery. 


M@25c. Efgs—Freah, 


'Not to Exclude Consul*. 


London, May 2%.—Foreign Secretary1 


Lansdowne announced in the house of 
lords that he had received verbal as- 
surances from the Russian ambassa- 
dor in regard to Manchuria. The am* 
bassador's statement, as reported by 
Lord Laasdowne, was on practically 
the same lines as Foreign Minister 
Lamsdorff's to Ambassador McCor- 
mick at St. Petersburg. The Russian 
ambassador here assured Lord Lana- 
downe that Russia was not desirous 
Of •xcladlng ioreign consuls 
from 


Manchuria, "of obstructing 
foreign 


commerce or of monopolizing the use 
of the porti, as she /wnslderu the de- 
velopment of foreign commerce to be 
one of the main objects for which she 
constructed railroads in that P»r* of 
the 
a, 


ry Taktn. 


Hay 2.—Toe barricaded' 
the Capuchins here was 


taken by th« police, who arrested the 
frlara and tk*lr iympathlters within 
th« 


Perfecting Railroad Service. 


People who trWel through the eaut 


« •* 


no longer have the dread of the jour- 


t 


ney through the mountains of Penn- 
sylvania. The relief has been afforded 
by the Pennsylvania company in per- 
fecting through that rugged country 
one of the best and safest railroads 
in all the world. Engineering skill has 
been augmented by munificent appro- 
priations of money to work out, this 
great enterprise, and the result is a 
marvelous illustration of the products 
of the combination of brains and capi- 
tal. 


The roadbed of the Pennsylvania 


through the mountains is smooth and 
luxunous to the traveler as the Alines 
that span the prairies of the middle 
west. 
The short curves and sharp 


grades have been taken out and the 
great trains which are portable pal- 
aces glide along without the jar ^nd 
jerk that is felt on less perfect lines. 
The fatigue and train sickness that 
travelers are wont to tell about, is 
not experienced on this line. 


In addition to the comforts and saf- 


ety of such a roadbed, constructed at 
a cost of untold millions, the service 
over this line is perfected by the fin- 
est rolling stock that modern In- 
vention has produced. An additional 
safety lies in the handling of these 
great trains by the best paid, best 
drilled, best 
disciplined and most 


experienced organization of railroad 
men in the world. The Pennsylvania 
company pays the price to get the 
best, and rigidly adheres to the merit 
system. Men hold their positions and 
receive their promotions because of 
fitness and faithfulness to their work, 
and when they grow old in the 
vice the deserving one 
sioned. 
This policy of rewarding 


faithful employees is an incentive for 
men of brains and character to stay 
in. the service of the Pennsylvania 
company and give it their best and 
most painstaking efforts. 
In such a 


.school of discipline and reward, men 
become zealous and patriotic to their 
calling, and fidelity* to, their service 
becomes an element of their character 


The net result of this liberal policy 


in the construction and operation of 
a great railroad, is the absence of 
dangers aAd discomforts on the Penn- 
sylva^a line. The enterprising daily 


•aptitt church, Chcctnut street— 


R»f. J. 8. Ebersole, pattor. Sunday 
school at 9:15. Preaching at 10:30 a. 
m. and 7 p. m. Young people's society 
meets at 6:15 p. m. Juniors at 2 p. 
m. 


U. B. church, Park avenue—Rev. 


Henry Irving Kohler, pastor. Sunday 
school at 9:15. Preaching at 10:30 a. 
m. and 7 p. m. Young people's society 
meets at 6 p. m. Junior/at 2 p. ni. 


Subject of the mo'rning sermon, 


"The Significance of the Lord's Sup- 
per." This being U. B. Christian En- 
deavor Day, the evening service will 
be in under the auspices of the C. E. 
S. 
A Christian Endeavor 'Sunrise 


prayer meeting at 5; 30 to 6:30. 


t 


Church of Christ, Eleventh street- 


Rev. A. J. Sever, pastor. Sunday 
school at 9:30. Preaching, at 10:40 
a. m.. and, 7:15 p. m. 
Subject of 


morning sermon, "The "Ultimate Suc- 
cess of the Gospel." 


Seventh Day Adventist church. At* 


mack hall on Walnut street—B. L. 
House, pastor. Preaching at 10:30 a. 
m. and ,7 p. m., Sunday. Sunday ev- 
ening, Missionary Meeting. 
Regular 


service on Saturday. Sabbath school 
at 2 o'clock. A study on 
"Child 


Training" at 3 o'clock. 


English 
Lutheran 
church, Selby 


building, Main and Fifth streets—Rev. 
H. T. Weber, pastor. Sunday school 
at 9:15. Preaching at 10:30 a. m. 


Sacred Heart church, Burt avenue— 


Rev. Father Synan, pastor. Sunday 
school at 1:30, advanced class at 3 
p. m. Mass at 7 and 9:30 a. m. Ves- 
pers at 7 p. m. 
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Sarsaparflla, tike Ayer's. Y< 
will say so, too. He knows. 


MARKET QUOTATIONS 


Purchasing Prioaa. 


PRODUCE. 


(Corrected by Suyder ft Son.) 


Butter 
18 


Eggs, per dozen . , . . . . . . ! 
12 


Smoked'aides, per pound 
09 


Beans, per bushel 
2 25 


Onions, per bushel 
50 


Beeswax, per pound .,, 
26 


Chickens 
09 


Chickens, dressed 
14 


Country hams, per pound 
11% 


Honey, per pound 
U 


Lard 
-. 
11 


Potatoes ..7 
40 


Shoulder 
04 


Tallow 
05 


Parsnips, p«r bushel 
60 ' 


Turnips, per pushel 
25 


Cabbage, per pound .... ...... 
01 


Apples, per bushel 
75 


Dried apples, per pound 
05 


Onion sets, per bushel 
90 


GRAIN MARKET. ' 


(Corrected by E. S. Le«.) 


Wheat per bushel 
72 


Corn, new 
45 


RAILROAD 


Pittsburgh DlvWot 


Oats 
Rye 
Buckwheat 


35 
60 
70 


Holy Trinity church, Third street— 


Rev. Thomas Lloyd, rector. 
Sunday 


school at 9:15. Preaching at 10:30 a 
m., and 7 p. m. ,Holy Communion a 
morning service. Subject of mornin 
sermon, "The Winter -is Passed. 
Monday evening has been appointei 
for the anpual election of Warden 
and Vestrymen for the ensuing year 
The congregation are all expected to 
attend at the church at 7 o'clock. 


Presbyterian church, Fourth and 


Cheetnut street—Rev. Dr. Wallace M 
Hamilton, pastor. 
Sunday school a 


9:15 Preaching at 10:30 a. m. and 7 
p. m. Young people's society meets a 
o p. m. 


Grace M. £. church, 
Fourth and 


Walnut etreets—Rev. Dr. Toland, pas 
tor. 
Sunday school at 9. Preaching 


at 10:30 a. m. and 7 p. m. 


Union Chapel, Vine street—10 a. m 


Pentecosal meeting; 10:30 a. m., ser 
naon and communion service. Specia 
singing by children's choir. 
Sunday 


school 2 p. m. Song servict 7 p. m. 


Roscoe M. E. church, Rbacoe—Rev 


Huffman, pastor. Sunday school at 
9:30. Preaching at 10:30. Young peo 
pie's society'meets at 6:30 p. m. 


Methodist Protettant church, Walnut 


street—Rev. Dr. S. A. Fisher, pastor 
Sunday school at 9:15. Preaching at 
10:30 a. m. and 7 p. m. Young people's 
society meets at 6. The pulpit will be 
filled morning and evening by Rev 
Longsworth, assisted by Prof. Thomas 
from West Lafayette. 


German Evangelical church, Locust 


street—Rev. H. M. Wiesecke, pastor. 
Sunday school at 9:15. Preaching at 
10 a. m. and 7 p. m. English service 
In evening. 


BOHLE8 FREE. 


Or. David Kennedy'* Favorite Remedy 


The Acknowledged King of Medi- 


cine for the Kidneys, Liver, 


Bladder and Blood. 


Uttto Roc*. 
M«7 S.—T. R 
* Oft* MI tula «to?«tor Mr* 


No roader of the 


Age can have any 
excuse for suffer- 
ing from any dis- 
ease of the Kid* 
ney«, Liver, Blad- 
der or B l o o d , 
when they can 
test that remark- 
able 
medicine 
D R . D A V I D 
KENNEDY'S 


FAVORITE 
REMEDY 
abnolutely 


FREE at our rtore. REMEMBER yon 
are under no obligation* to purchase. 
Simply prewint the above coapoaatoor 
MoreandatrUl bottte of this fanow 
•peoiflo will be |ivwi to yon absolutely 
free. We oon«Mer tbfa an unn«ul offer 
Md ow Npply of tat* botttM OM M* 
tartlooff. 


No. AOO. 


Kvery reaper of The 
Age can have a trial 
bottle of Dr. David 
Kennedy'! 
XWorite 
•emedr 
absolatcly- 
FREE, Dy vrewnting 
this coupon »t our 
store. 
C. K. ANDERSON, 
Druggist. 
Coshoctoo, 
Ohio. 


press of America chronicles every 
railroad wreck and accident that oc- 
curs, and it is a noteworthy fact that 
the Pennsylvania does not get much 
notoriety of this kind. 
When it Is 


taken into consideration' that this is 
^ 
one of the largest and busiest railroad 
systems In the world, the minimum of 
casualties is\ the more significant. In 
short, it means that the Pennsylvania 
has set the standard which no other 
railroad has ever yet been able to at- 
tain. 


A GREAT SENSATION. 


There was a big Sensation in Lees- 


ville, Ind., when W. H. Bro^vn, of that 
place, who was expected to ale, had his 
life saved by Dr. King's new Discovery 
for Consumption. He writes: 
"I en- 


duced insufferable agonies from Asth- 
ma, but your New Discovery &avo me 
Immediate relief and soon thereafter 
effected a complete cure." PneuWnia, 
Bronchitis and Grip are numerous. It's 
the peerlesa remedy for a|l throat and 
lung troubles. Price 50 cents and 
$1.00. Guaranteed by C. E. Andei son, 
druggist Trial bottles free. 


Tfet*t*r naaagtra are fln«d if 


do.ftot prod»c« th« oa*t 


Retail prices. 
PRbDUCE. 


(Correctefl "by Snyder <z Son.) 


Butter 
22 


Eggs, per dozen 
15c 


Smoked sides 
12ft 


Beans, per pound 
05 


Onions, per peck 
20 


Beexwax 
50 


Chickens 
17 


Cickens, dressed ...... ........ 17 
Country ham 
IS 


Potatoes 
60 


Lard 
16 


Shoulder 
M> 


Tallow 
06 


Salt, per barrel 
.......... 1 00 


Parsnips, per bushel .... 
76 


Turnips, per bushel 
40 


Cabbage, per pound 
* 
02 


Apples, per peck 
25@30 


Dried apples, per pound 
,07 


Onion sets, per quart 
B 


FLOUil, ETC. 


(Corrected by E-. S. Lee.) 


Flour, per barrel 
$4 40 


Flour, % barrel 
1 10 


Flour, % barrel ...... 
b& 


Meal, yellow bolted, per 10-lb. sk 
20 


Bran, per hundred 
1 00 


Middling, per hundred 
•... 1 00 


Screenings, per hundred 
1 00 


LIVE STOCK. 


McOall, Rowleii & Newburn, of East 


Liberty, (Pittsburg) report today; 


CATTLE. 


Good to prime, 1,400 to 1,600 Ibs., 


?5.20@5.40; rough fat, 1,100 to 1,300 
Ibs., $4.90(g>5.00; good buthers, 1,200 
to 1,200 Ibs., . |5.10®5.20; 
selected 


wutebsrs, l;(i§0 to 1,190 Ibs., $5.00® 
5.10; 
mixed butchers, 900 to 1,100 Ibs., 


$4.40@4.90; good feeders, 900 to 1,100 
Ibs., $4.40@4.90; fair feeders, 800 to 
IjOOO Ibs., f4.00®4.50; Btookers, 600 to 
900 Ibs., $3.50@4.2£r common to choice 
heifers, $3.50®4.75; common to good 
cows, $3.25®4.00; bulls, $3.25 to 4.40; 
Oxen, $3.00®4.50; 
milch cows and 


springers, $30.00@50.00. 


HOGS. 


Choice heavy, ,$7.26 @ 7.30; 
assorted 


medium, S7.2R@?.SQ; 
good to 
best 


Yorkers, $7.20; 
common and 
fair 


Yorkers, $7.l6@7.20; pigs, fair to best, 
$7.20@7.25; common to best roughs, 
$4.75@6.90. 


SHEEP, LAMBS AND CALVES. 
Good to choice clipped, $5.00@5.25; 


fair to good mixed, $4.00@4.75; com- 
mon and culls, $2.00@3.00 yearling 
lambs, $5.00@7.15; spring lambs, $8.00 
@ 12.00; common to best veals, $4.50 
@6.50. 


HAY AND SEED. 


Hay and seed dealers here are pay- 


ing these prices for the following: 
Hay 
$12 ton 


Baled Hay . * 
$13 


Clover seed 
$5.50@7.75 bu 


Selling price: 


Timothy seed 
$2.25 bo 


Oil meal 
1.60 cwt 


WOOL. 


The Boston Quotations, corrected to- 


day are: 
Ohio fleeces X 
27 to tt 


Ohio fleece* XX 
38 


Ohio fleece* XXX 
32 H 


Combing 
28 


la« unwashed 
21 


1*104*60*6 00*0 


Mlngo Jc. " 
fcniM«.«.u 


OiUl/Jcl! 
Jewett. 
Sclo 


37UOO 
ir 4 OB 7 2711 00 


Omwrill* 
Trinway._ 
Newark 
lirkertTill.. 


Colimbds J 
Pamskala " 
Newark.." 
Frumbon. " 
Trlnw»y_" 
ConesviUe " 
Coshocton " 
V. Ufeyett*. " 
Ri 


2031905106211 W 


919 


Gnadcnlittttaa. " 
Taauravu... " 


Bower»ton 
Scio 
Jewett ..... " 
Cacliz Jc._ " 
Ill 36 10SS 3D 
Uf49 
Fern wood ' 
Mingo Jc_ ' 


P!tt«burflh..ar 5 : 555 20 


trun No. 30 IttttTCiluabni 8B 3D I 
40p. °>. Ti*in R. 3* [mam 


tolltot 
i Stop to l«t gff 


arrivM Pitteborgk *7 02 p_ •• 


«F1«5 Stop diilj «ecpt 51 ' 


from Cflummu or ywnti' 
from Pittsburgh 
Trains leave Cadiz Junction for Ca 
t8 40, tlO 15 til 36 tt.m.; t3 fl and t5 
arrive Cad-iz, t6 50,f9 OS.tlO 50 a m.; 
t5 50 P- m. Leave Cadiz ft 30, t7 50,,- ,- 
til 00. f2 OS, t4 40 p. m.; Arrive Cadiz Junction, 
t6 00. t8 25, tlO 05 a. m.; ttj 3D, 13 «V t5 *Q p. m. 
Pullman Veitlbitle Ulnlng and t! 
Cunt are run on Noa. HI, tt and 


trains for the East. 
9Ton. a, 10 and 91 run via Columbus to 
Cincinnati; No*. 9, t and 41 to InttiaUftuolti 
ind Hi. Louis ; BToji. 3 and *l t<j Chicago. No»* 
3, O, 1O, 18, 19, »1 and 33 connect atTriu- 
way to and from Znnesville aud utatlouaon 
fchfi C. & M. V. B. B. 
Connection at Steubenville and 
Junction far Wheelin». 
G. L. PECK, 
E. A. FOBD, 


S-2-08.-O 
PlTTSWUEOH, PfcNN'A. 
For time cards, ratCHorUire, tnroagh ttclAW, 
bn«u;aKe clieck* and further Information 


ling the running of train*, apply to 
ut (if the Pennnsnvfttu* lane*. 


Wheeling ( Lake Erie 


MAY il, IWf. 


GOING NORTH. 
BtenrAit. Mall Dully, Bxpreje 


J>»l.ly. 
£x Sun, 
Sun onlf 


Lv Coshoctou... *:46wn 3:Olpm 
*:» 
ArAvond»lt. .. 0:0$ *m S-l'.ipm 
6:41 __ 


Ar Chill 
f9:ii «tn fa-i5pm 
/»:C pj 
L 
Ar Baltic 
8:l3»m 3:Wpm 
4d« « i 


Ar Sugar Creek B:ito am S:49pm 
6:tOD| 
At Barn M<llU..tfl:48 am fB.srpm 
f6:l8 ir 
ArDnndea 
9:50 aaa 4:0«pm 
- — f 


Ar Beach City 10:00 acx *:iepm 
Ar Justus 
.. .10:07 am 4:2Spm 
Ar Nav^rr*. 
10:24 am 4:40prn 
«:« 5] 
fl-.ft 


ArMaMilion.... 10:40 am 
Ar Toledo 
8:00 pm 0:1 


Ar Canton 
10:55 am 5:iOpm 
7 


Ar Kent 
lt:45am 6wpm 
81: 
Ar Cleveland. 12:60 pm 7:IDpm 


tiOINO SOUTH. 


« 
M dally 


LT Coihocton. 
ll:37».ni 


ArCone»ville 
fli:« ett 
Ar Dreiden 
11:59 am 


Ar E11U 
fli:13ftm 


ArZatiMrvlll* 
UhiAprn 
9:06 pi 


Bufftt parlor car on train* SI and 94 bet'***tt 
Cleveland and Zanesville. 


Clote connection at Tc'«do with dlvirclnt 
lines fo all points northaud west, atCtav e- 
land and Kent and Canton for poiuU But, M 
Zanenville tor Bait, West and South. 
Through ticket* sold and baggage checked 


t« all points. 


C* lolder* of this and other line*, through 
. and time of connecting I<nes,an4«ny 
nformatlon, a" on 
• DAVIES. Ticket A Bent. 


Read want ads. of The Age. 


LOOS 


The Leader In Buying, Selling 


Exchanging Property. 


Office in F. C. Hay Building, opp> 
, O. Phone 156. 
Residence phono Mk 


FOR A GOOD CLEAN SHAY£ GO TO 


J. A. DAYTON'S 
BARBERSHOP. 


549 Main Si 
Dow» Malm ta 


HAMILTON'S fiREEN HOUSE. 


Hy»cintb«, Tnllpi, 
• naaon. GTB«IM for 


Flowmofallldttda. 


FaiMTml Derigna A 8p«cUltf. 
<MvrneMtk«Loww». 
*».• 


306 SMth TMrth Skwi 


REDUCED FARM TO O 


May 4, 5 and « aiowalM tfckata l» 


8*>taaDah, O*., aooooat 
Uat conTcaUoa aat 


b« 


' * 


\r vs^s.r R!fl-L 
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s. 
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CO4HOCTOM DAILY AOL SATURDAY/** HAY 
IfML 


The Fountain Dry Goods 


Company. 


•. 
^ 


» 
/ 


One Week of Special Sales 


Beginning MONDAY MORNING, flAY 4, and lasting until SATURDAY, 
flAY 9, for one week there will be special sales in some of our many' departments 
every day. We will not announce in advance what these specials are to be, but 
you must come from clay to day and find out for yourself what these special offerings are. We assure you 
they will be very interesting and no lady can afford to miss coming to the Fountain every day this coming week. 


By special arrangement we will have with us during the week, 


MAJOR N. C. W. WINNER and WIFE, of Iowa, the Smallest Married Couple Known of in the World. 


T h e Major 


will assist in 
our s p e c i a l 


sales and -will 
be glad to form 
your acquaint- 


ance. 
Y o u 


will find them 
a very pleasant 


couple 
They 


have 
recently 


been at Canton, 
Massilon a n d 
Young s t o w n 
with the lead- 
ing dry goods 
stores of those 
places. A letter 
t o u s f r o m 
these 
merch- 


ants speaks in 


the most favor- 
able way of 
this g e n i a l 
little couple. 


Do [n o"t 


fail to bring 
t h e 
chil- 


dren. They 
will be in- 
terested in 
s e e i n g 
them. 


WALL 
PAPER 
SPECIAL 
for 
FRIDAY 
and 
SATURD'Y 


any room. In all Colors. Regular 8 and ice papers 
all go Friday and Saturday at 


W e 
offer 


f o r 
these 


t w o days 
only, 2000 
r o l l s of 
paper suit- 
**t*—'jA 'vim T» f 
T 
able ;. f o r 
L t 


50 per bolt. 


SEE WINDOW DISPLAY. 


The Fountain Dry Goods 


Company. 


IN TOPEKA 


[Continued from first page.] 


the Copeland were entertained at din- 
ner by the Y. M. C. A. The president 
•was taken to the residence of Gover- 
nor Bailey, where he was entertained. 
Those present at the governor's din- 
ner Included 
the president, Elihu 


Root, Assistant Secretary Barnes, Sur- 
geon General Rixey, Dr. Butler, Judge 
W. C. Hook, Chief Justice W. A. 
Johnson of the Kansas supreme court, 
Morton Albaugh. chairman of the Re- 
publican state central committee; J. 
W. Mulvane, Republican national com- 
mitteeman; Senator J. R. Burton, Sen- 
ator Chester I. Long, H. N. Loom Is of 
the Union Pacific and others. 


"Open Front" Store Opens. 


"The Open Front" store opened its 


doors to the public for the first time 
Thursday afternoon. It is a bright at- 
tractive store, scrupulously neat and 
clean and is a new enterprise for Co- 
shocton. The firm carries butter, eggs 
and a line of fancy groceries. The 
proprietor, C. B. Bail, is a son of 
Landlord Ball, of the Park hotel, and 
came to this city from Pittsburg. Mr. 
Ball Is a very pleasant gentleman and 
with his family will make a welcome 
addition to Co*hocton. 


»*.»*» 
»*»*»»*»»+++++ 


t W. KNBDIE * 


oldest established ;; 


aa4 leading teal Estate;: 
«* J» 
* 
• 
** • 
T 
Jftthtdty. 


GAULS CHEER 
[Continued from first page.] 


fetes similar to those of the 14th ot 
July. The boulevards were ablaze 
with color, floral arches and artistic 
devices symbolical of royalty. . Many 
American flags were displayed and 
the United States consulate was gay 
with bunting. 


At night the city of Paris presented 


a fairylike spectacle. The facade of 
the opera was aglow with myriads of 
lights, 
the 
Column Vendome was 


crowded with light, and along the bou- 
levards 
arches supported 
flaming 


crowns and other devices welcoming 
King Edward. 


President Loubet proceeded to the 


British embassy In the evening and 
escorted the king through the illumi- 
nated streets to the Theater Francaise 
to witness the production of "L'Autre 
Danger." The audience rose to Its 
feet as the king and the president en- 
tered the presidential box on the right 
of the proscenium. 


SOON BE READY 


TO BUILD 
LI 


COUNCIL 


[Continued from first page.] 


Appleyard Line to be Extended From 


Canal Dover to Coshocton 


—Some Time. 


Don't miss the lecture by Dr. Elijah 


Powell Brown at the 
Presbyterian 


church 
this evening at 
8 o'clock. 


Prices 25 and 15 cents. The Times of 
Masaillon, says: "The lecture by Dr. 
Brown was all that report had said 
it would be. Wit and wisdom, pathos 
and sentiment were so admirably min- 
gled that there was not a moment of 
heaviness." 


The Coshocton Brick company will be- 
gin the trading for the new plant 
Monday mornlnf. 


If fow wnnt § hente en eney 


[By Telegraph to The Age.] 


Canton,*-O., May 2.—The Canton- 


New Philadelphia 
Electric 
railway 


opened for public travel Friday. Cars 
began running regularly between the 
terminal cities via Massillon and Na- 
varre. When the present lines are put 
in first class shape, a southern exten- 
sion will be built from Canal Dover 
to Newark, by the way of Dennison, 
Uhrichsville and Cosfiocton. 


When the link to Newaift is com- 


pleted there will be a continuous line 
by electric railway between Canton 
and Cincinnati and from Canton to 
the lakes. V/ith the exception of the 
N. O. T., fn.m Akron to Cleveland all 
the lines are controlled by the firm of 
Tucker Anthony ft Co., and Bother east- 
ern capitalists who are interested in 
the Canton local lines. 


Ptntlon Increased. 


M. W. Wimmer, pension attorney, 


>*as teemed an Increase of pension for 
IxMils PttlliiftjBt, late a Manner ot 
Co»l»u*7 H, ttth NftMt, O. V, L 
^h ._.*._- 
-J 
. . 
a 
.•. 
.__ _ _^ 
. I _ 


nance every member voted nay. - By 
this pre-concerted plan the ordinance 
was disposed of. Then condemnation 
proceedings against the railroad com- 
pany were talked of but the call for 
the meeting was not broad enough to 
permit this matter to be taken up and 
it was dropped. 


Mayor Rinner then addressed the 


council. He said that inasmuch as his 
appointive power ceases 
after 
this 


week and he desires the police force 
to remain the same he had devised a 
plan by v,-hich Chief Mapel, whose 
term of office expires tomorrow night, 
might hold overiuntil the board ofopub- 
hc service organizes a police system, 


hief Mapel's resignation as marshal! 


was read and accepted by the council, 
after which the mayor appointed him 
as policeman and council affirmed the 
nomination by a unanimous vote. 


A few small bills were read and al- 


lowed. Mr. Pharion tound nothing ob- 
jecuonable in the list and another 
"aye", was registered to his credit. 
This concluded the regular business 
and Mr Shaw mo\ ed that the council 
extend a vote of thanks to President 
Weisner for the fair and impartial 
manner in which he had discharged 
his duties and for the kindness and 
courtesy extended during the 
year 


The motion was unanimously carried, 
atter which council adjourred. 


Upon the invitation of President 


\Veisner, the council, Mayor Rinner. 
Clerk Wimmer, Solicitor McDowell and ' 
ihe press repaired to the parlors of the ] 
Mecca hotel, where a pleasant hour 
was spent discussing the 
business 


t'-ansacted during the past year and 
•various other topics. 


Crawford 


GETS 
LADS IN TROUBLE 


A jounsf man named Archie Brown, 


from ft/organ Run. was arrested here 
Friday evening for. abusing a horse, 
which had been hired at a local livery 
barn. The horse was hired early in 
the afteinoon by a man giving the 
name of Tubble. The two drove the 
horse to Prosser Hollow and started 
back to Morgan Run by way of Co- 
shocton. The liveryman learned that 
the men were intoxicated and drove 
through here very rapidly 
Tubble 


got out at Morgan Kim and turned 
the horse over to Brown, who is only 
about seventeen, to bring it back to 
Coshocton. The allegation is that the 
young man abused the horse shame- 
fully 
When he arrived here the liv- 


erymay intercepted him and took the 
norse to the barn. A quarrel arose 
and Officer Wagoner took a hand. He 
arrcsled Brown and he spent the night 
at city hall. 
He was released, this 


morning. 


THAT 


This i s good weather f o r shopping. 


THAT 


This store i s a good place to do it. 


THAT 


The S[cotch-effect suitings in our window 
are the best of their kind, and that our 
dress maker makes handsome skirts out 
of them. 


THAT 


Our silk sales are larger than ever before. 


THAT 


Our Spring Suits for the girls and their- 


mothers are very stylish. 


THAT 


We rejoice because 5th street is nearly 
paved. 


THAT 


Our porch cushions at 250 are selling 
rapidly. 


THAT 


We have something up our sleeve about 
White Shirt Waists. 


THAT 


Coshocton will not suffer for circuses this 
summer. 


THAT 


Dry Goods is the only thing that has not 
advanced in price. 


The Crawford Store Co. 


WAITED 


Washington, May 2.—There is a man 


in the postofflce department whose 
wife advertises and sells 
a 
patent 


medicine of a qertam kind. Postmaster 
General Payne thinks the business of 
t"he wife is such that the husband 
should be discharged from the depart- 
ment. 


A day or two ago General Payne 


received a letter from the woman in 
which she protested against the pro- 
posed removal of her husband, saying: 


"I have never met you, but I have 


seen you and admire you. I think if 
you 'would give me an audience of 
half an hour and let me gaze into 
those beautiful brown eyes of yours I 
could convince you that my medicine 
is one that is doing great good to hu- 
man kind." 


General Payne laughed at the letter 


and sent It to Secretary Root" with.the 
query: 


"What would you do In the circum- 


stances?" 


Yesterday the letter came back with 


this indorsement, in Secretary Root's 
nandwriting: 


"Risk one eye on her." 


STABLE BOYS 


PERISH IN FLAMES 


[By Telegraph to The Age.] 


Great Neck. Long Island, May 2.— 


The stables on W. Gould Brokaw's es- 
tate burned 
after 
midnight. 
Tw6 


negro stable boys perished and thirty- 
two valuable horses 
burned. Loss 


$50,000. 


Base Ball Game. 


The first game of base ball this sea- 


son in this city is being played this 
afternoon between the Meeli & Beach 
company team and The Novelty Ad- 
vertising company teams. 
A large 


crowd is along the rooters' line. 


Play at Walhonding. 


The Shepler-Newton orchestra left 


this afternoon for Walhonding,' where 
they will furnish the music for the 
commencement this evening. 


If you want a quick sale of your 


property for cash see Bendure. 
4 


TOO UTE TO CLASSIFY 


WANTED—Girl. Apply at once. Mrs. 
J. C. F. Hutton, corner Locust street 
and Lee avenue. ' 
• 
8 


WANTED—Two painters. Good wag- 
es and steady work. Apply to C. L. 
Fleming. 
8 


NOTICE TO GAS CONSUMERS. 
On account of inability to complete 


the large number of house orders 
within the specified time, the time 
for turning on natural 
gas 
in our 


mains will be extended until Monday, 
May ll. There will be no further de- 
lay after that date. All houses must 
be prepared before natural gas will be 
furnished them. 


Coshocton Gas Company. 


Rent Not Concerned. 


Samuel Sard states that Charles Le- 


Craft did Hot come to his place Thurs- 
day to collect rent, and be had no 
ooBveraatlon with him OB that or any 
other Mbject. He alto My* that Le- 
Craft lot hut <NM tf«w of 


LOST—Red dog. (Irish setter). An- 
swers to name of "Max." Finder, please 
notify T. O. Robson. 
g 


Of Spring and 
Summer Shoes 


We are showing today is most 


worthy of every lover of 


RELIABLE FOOTWEAR 


The~e seems to be no limit to the 
manufacturers' 
new 
ideas in. 


styles. 


We've culled from the best of 


them, those "best adapted to fuit 
your needs, and ask the critical 
inspection of all Shoe Wearers,' 
Men, Women and Children, to the 
styles and prices of onr 
HIGH SHOES AND OXFORDS 


In all Leathers. 


Walker & 
Cant well 


THE SHOE MEN. 


CLOTHES WE MAKE 


There to one thing that IB especially 
abort the dothe» we make— that fc 
ft* done, the kind of work we pot tart. 


o! tftt>llti no caidtHMM of 
o flfoMtag ovcf of 


way 


No 
any 
No 


pofltag ot hading to make yo» think it 
^kMB^6 
ID^^d^^M ^k& CAAMJL.AA Ai&hA^ ^4iS^A^M 
nwM* rivw no M^B*** man OUMIB 
eiVMNTt afliB an ibe flnTwncflK aiBd DM* 
•M ••(•**• fwMH 


